THE  UNIVERSITY 
OF  ILLINOIS 
LIBRARY 


jS  HAW  &J50NS, 

Manufacturing  Stationers. 
7,8*<9,Fetter  Lane, 
LONDON. EC 


Digitized  by  the  Internet  Archive 
in  2015 


https://archive.org/details/byelawsregulatioOOwest 


■gSoroitgf)  of  "g^cst  <$am. 


Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55). 
The  Public  Health  Amendment  Act,  1890  (53  &  54 
Vict.,  c.  59). 

The  "West  Ham  Local  Board  Extension  of  Powers 

Act,  1882. 

BYE-LAWS 

Made  by  the  Mayor,  Aldermen,  and  Burgesses 

OF  THE 

BOROUGH  OF  WEST  HAM, 

Acting  by  the  Council  as  the 

URBAN  SANITARY  AUTHORITY 

with    respect  to 

NEW  STREETS  &  BUILDINGS 

ALTERATIONS  TO  BUILDINGS, 

SUPPLY  OF  WATER  TO  WATER  CLOSETS, 

AND  THE 

PREVENTION  OF  POLLUTION  OF  POTABLE  WATER 

WITHIN    THE  BOROUGH. 
Approved  by  the  Council,  26th  day  of  July,  1892. 


STRATFORD : 

Wilson  &  Whitworth  Limited,  Steam  Printers,  Broadway. 
1892 


THE  BYE-LAWS  HEREIN  CONTAINED 
CAME  INTO  EOECE  ON  NOVEMBER  1st,  1892, 
AND  ARE  SUBSTITUTED  FOR  THOSE  PRE- 
VIOUSLY IN  FORCE,  WHICH  ARE  NOW 
REPEALED. 


ALL  NOTICES,  &c,  HEREIN  REQUIRED 
TO  BE  GIVEN  TO  THE  COUNCIL  OR  THEIR 
SURVEYOR,  MUST  BE  DELIVERED  AT  THE 
WEST  HAM  TOWN  HALL,  STRATFORD,  E. 


itstidieix. 


Access  to  be  afforded  to  Surveyor  or  Inspector. . 

Alteration  of  buildings  in  contravention  of  bye- 
laws  . . 

„  ,,       Deposit    of    plans  and 

notice 

Backs  of  Chimney  openings. 
Base,  definition  of  . . 
Basement,  Level  of 
Bath3,  Waste  pipe  from 
Bonding  of  walls  .  . 
Bressummers,  Bearing  of 

Eesting  on  party  walls 
Builder,  definition  of 

Building  Fees  : 

When  payable 

By  whom  payable 

Schedule 
Buildings  Exempt  from  Bye-Laws 

,,        "  Of  warehouse 

Unfit  for  habitation 
Carriage  Way,  width  and  construction  of 
Cellars,  level  of  . .  . . 


PAGE 

CLAUSE 

f  9 

7,  8,  9 

(  by 

0 

67  .. 

2 

68  .. 

a 

29  .. 

46 

1  .. 

1 

53  .  . 

71 

57  .. 

76 

12  .. 

16 

28  .. 

38 

27  .. 

36 

V.  .. 

Preface 

class," 


definition  of 


IV. 

V. 
V. 
3 
2 
60 
11 
53 


Preface 
Preface 
Preface 
2 
1 
85 
13 
71 


> 


Cesspools  : 

Distance  from  building. .  , . 

Distance  from  water  supply 
Means  of  access  to 
Not  to  communicate  with  sewer  .  . 
To  be  rendered,  covered,  and  ventilated 
Ohases  in  walls 


a 
J 

e 


Chimney  Arches    .  . 
„  Bars 

Breasts    . . 
Breasts,  timber  in 
Jambs 

Openings,  backs  of 
Openings,   face    of  brickwork  to 
rendered 

Shafts  of  factories,  construction  of 
Notice  and  plan  of  new 
Chimneys  Built  on  corbels  . . 

,,       Footings  and  foundations  of 
„       Height  of  above  roof 
Openings  in 


59  .. 

80 

59  .  . 

81 

59  .. 

82 

59  .. 

82 

59  .. 

83 

27  .. 

34 

29  .. 

43 

30  .. 

48 

29 

45 

31  .. 

52 

29  .. 

44 

29  .. 

46 

31  .. 

53 

31  .. 

56 

7  .. 

5 

28  .. 

40 

28  .. 

40 

30  .. 

40-50 

31  .. 

54 

218238 


INDEX. 


PAGE 

CLAUSE 

Cisterns,  Construction  of 

71  .. 

2 

Separate  to  w.c's. 

58  .. 

79 

Closets,  Apparatus  and  fittings  for 

III.  .  . 

Prefaee 

,,      Water  supply  to 

III.  . . 

Preface 

Closing  buildings  unfit  for  habitation 

60  .  . 

'  85 

Commencement  of  work,  notice  of 

7 

6 

Completion  of  work,  notice  of 

10  .  . 

8-9 

Concrete  under  Domestic  Buildings    . . 

12  .. 

15 

under  Footings 

13  .  . 

20 

,,     Walls,  Thickness  of 

24  .  . 

26 

Coping  to  walls 

27  .  . 

31 

Covering  up  dram  or  foundation,  notice  before 

8  .  . 

6 

Council,  definition  of 

1  .  . 

1 

Cross  wall  definition  of 

14  .. 

22 

,,       Thickness  of 

23  .  . 

25 

Culs  de  sac 

I.  .  . 

Preface 

Damp  course  to  be  provided 

14  .  . 

21 

Damp  site  to  have  subsoil  drain 

53  .. 

70 

Deposit  of  plans  for  new  street 

5  . 

3 

buildiners 

6  .  . 

!+ 

,,             Alterations  to  buildings 

68  .. 

3 

,,             Factory  chimney  shafts      . . 

/    .  . 

0 

Domestic  building,  definition  of 

2 

I 

Thickness  of  walls 

15  . . 

23 

I)t>  A  TAT  A  T'  17     r\T?      RrTTTTVTMPQ  • 

Drains,  Construction  of 

53  .  . 

72 

Inlets  to 

56  .  . 

76 

,,      Junctions  in 

54  . . 

7h 

Notice  before  covering  up 

8  .  . 

6 

,,      Trapping  of 

54  . . 

73 

,,      "Ventilation  of  . . 

54  .  . 

75 

Level  of  lowest  storey 

53  . . 

71 

Soil  pipes,  size  and  position  of    .  . 
Subsoil  drains.  . 

56  .  . 

76 

53 

70 

Dwelling  nouse,  Definition  of 

3  , . 

1 

j,           Height  of  rooms  in.. 

72  . . 

3 

,,           Open  space  at  rear  of 

46  . 

63 

Windows  in            .  . 

51  .  . 

6Jf 

Exempted  buildings 

3  .. 

2 

.External  wall,  definition  of  .  . 

2  .. 

1 

Fnctory  chimney  shafts,  construction  of          •  • 

31   . . 

56 

Fireplaces  and  hearth*,  construction  of 

72  .. 

Flats  to  be  covered  with  incombustible  material 

33  .. 

57 

% 

To  have  space  under  for  ventilation 

51  .  . 

65 

In  public  buildings 

45  .  . 

61 

Sizes  of  timbers  in  (Domestic  buildings)  .  . 

35  .. 

59 

,,              (Warehouse  buildings) 

38  .. 

59 

,,              (Public  buildings) 
General  rules  as  to  timbers 

-il  .. 

"  59 

42  .. 

60 

INDEX. 


Flues  for  furnace,  boilers,  &c. 
,,    To  be  rendered  or  pargeted 
,,    Thickness  of  walls  of  . . 
Flushing  of  water  closets 
Footings  of  chimneys 
Of  walls  .  . 
,,      To  rest  on  concrete 
Footways,  Width  and  construction  of 
Foundations,  Notice  before  covering  up 
,,  Of  factory  chimney  shafts 

Of  walls 

Furnace  flues 
Girders,  Bearings  of 
Gutters 

Habitable  rooms,  windows  in 

Ventilation  of 
Hearths,  Construction  of 
Height  of  rooms    . . 

,,    Of  walls,  how  measured 
House  drains,  Construction  of 

,,  Ventilation  of 

House  unfit  for  habitation  .  . 
Interpretation  of  terms 
Inlets  to  drains 
Inspector,  Definition  of 

To  have  access  to  works 

Iron  holdfasts  in  chimneys  .  . 
Irregular  work,  Removal  of .  . 

Irregularity,  Notice  of 

Jambs  of  chimneys 
Joists,  size  of  (Domestic  buildings) 

,,        (Warehouse  buildings) 
Junctions  and  branch  drains 
Length  of  walls,  how  measured 
Level  of  lowest  storey  o  f  building 

Of  new  street 
Mortar,  Composition  of 


PAGE 

CLAUSE 

29 

4* 

28 

U 

.30 

60 

84 

28 

13 

19-20 

13 

20 

1 1 

13 

8 

6 

33 

56 

13 

19 

29 

42 

28 

37-38 

33 

57 

52 

66 

52 

67 

72 

4 

72 

3 

14 

22 

53 

72 

54 

75 

60 

85 

1 

1 

56 

76 

1 

1 

\  9 

7,  8,  9 

j  69 

5 

31 

51 

63 

87 

[  9 

7 

(  68 

4 

29 

44 

36 

58 

38 

58 

54 

7,4 

14 

22 

53 

71 

10 

10 

12 

16 

New  Buildings  : 

Notice  and  plan  of 

,,  Of  commencement  of 
,,      Of  completion  of 

New  Streets  : 
Level  of 

Notice  and  plan  of 

Notice  of  commencement  of 
Notice  of  completion  of. . 
Width  of 


6  .  . 

4 

. .      7  . . 

6 

..     10  .. 

9 

..     10  .. 

10 

3 

Preface 

..      7  .. 

6 

..     10  .. 

8 

•  • 

..     11  .. 

11-12 

INDEX. 

New  Streets —  Continued. 
Construction  of 
Culs  de  sac 

Provisions  for  secondary  means  of  access  .  . 
Notices 

One  Month's  notice  required  of  new  works 
As  to  covering  up  sewer  drains  or  foundation 
Of  commencement  of  work 
Of  completion  of  work 
Of  completion  of  amendment  of  work 

Of  intention  to  lay  out  new  street 

Of  intention  to  erect  new  building 
Of  intention  to  alter  building 

Of  irregularity  from  Surveyor 

Three  Months'  notice  of  new  streets 
To  pull  down  or  lay  open  for  inspection 
Open  space  in  front  of  buildings 
Pear  of  buildings 
Openings  in  external  wall 
„  Chimneys 
„       Party  walls 
Owner,  definition  of 
Parapet  of  external  walls 
Partition  walls 


page 


clause 


11 

u. 'j 

T 

1.    .  . 

Preface 

1  9 

1  f, 

T 

-L.      .  . 

Jrr  eface 

8 

7 

(j 

i  n 

o — O 

Q 

7 

'j   •  • 

3 

I. 

Prefa  ce 

O    .  • 

h 

DO    ,  . 

o 

9 

7 
t 

DO     .  • 

/, 

I. 

Preface 

o    .  . 

6 

62 

4D    .  . 

6% 

—  O    •  • 

27 

31  .. 

27  .. 

32 

V. 

Preface 

25  .. 

29 

28  .  . 

39 

Party  Walls  : 

Definition  of  .  . 
How  to  be  carried  up   .  . 
No  timber  to  be  placed  in 
Pecesses  in 
To  have  no  openings 
Paving  of  yards 


Penalty  for  offence  against  Bye-Laws 
Pipes  for  conveying  smoke 


2 
26 
27 
27 
27 
52 

f63 
\  69 

L73 
31 


1 

30 
35 
33 
32 
69 
86 
6 
5 
55 


Plans : 

Dejposit  of  for  new  streets 

For  factory  chimney  shafts 
For  alterations  to  buildings 

For  new  buildings 

Public  Building  : 

Definition  of  .  . 
Floors  of  (timbers) 
Floors  and  staircases  of 
Ventilation  of . .  j, . 


3 

{1: 

.  Preface 

7  . 

5 

68  . 

3 

(    6  . 

\  I-  ■ 

.  Preface 

2 

1 

41  . 

59 

45  . 

61 

52  . 

68 

INDEX. 


Purlins,  size  of 
Rafters,  size  of 
Recesses  in  walls   .  . 
Removal  of  improper  work  . 


Roofs  : 

Covering's  of   .  . 

Sizes  of  timbers 

,,  General  rules  as  to 

Rooms,  height  of   . . 
Schedule  of  fees 
Schedule  of  thickness  of  walls 
Separate  cisterns  to  W.C. 
Sewer,  notice  before  covering  up 
Sinks 

Site  containing  matter  injurious  to  health 
Smoke  pipes 
Soil  pipes 

Space  beneath  floors 

,,     In  front  of  buildings. . 

,,     In  rear  of  buildings 
Staircases  of  public  buildings 
Subsoil,  drainage  of 

Surveyor  to  have  access  to  works 

Thickness  of  walls  of  domestic  building 
,,  warehouse  building 

,,  (tabulated  schedules) 

,,  „         of  material  other  than 

brickwork 

Timber  in  Chimney  breast  or  flue 
,,        External  walls    . . 
„        Party  walls 
,,        Under  chimney  openings  .  . 
,,        Roofs,  sizes  of 

Topmost  storey,  definition  of 


buildings) 
Trimming  and  trimmer  joists,  sizes 
buildings) 

"Ventilation  : 
Of  buildings 
Of  drains 
Of  public  buildings 
Of  rooms  without  fire-places 
Of  soil  pipes 
Of  water  closets 

Walls  : 

Construction  and  bonding  of 
Built  at  an  angle 


TAGE 

CLAUSE 

.     34  .. 

58 

.     33  . . 

58 

.    27  .. 

33 

.     63  .  . 

87 

igs  64  . . 

88 

33  .  . 

cy 

.     33  .  . 

58 

.     42  .  . 

60 

.    72  . . 

3 

.    V.  . . 

.Preface 

,65&66. . 

.    58  . . 

79 

8  .  . 

6 

.     57  .  . 

76 

»  III.  . . 

Frejace 

.     31  .  . 

55 

.     56  .  . 

76 

.     51   .  . 

65 

.     46  .  . 

62 

.     46  .  . 

63 

.     45  .. 

61 

53  .  . 

J  0 

(    9  .. 

7,  8,  9 

•  (  69 

5 

.     15  .  . 

23 

19  .  . 

2/f 

,65&66. . 

.     24  .  . 

26 

.     31   .  . 

52 

.     25  .. 

28 

.    27  .. 

35 

.     31  .. 

52 

33  .  . 

58 

1  .  . 

1 

LC 

.    37  .. 

e 

58 

.     40  . . 

58 

.     46  . . 

62-68 

.     54  .. 

75 

52  .  . 

68 

.     52  .  . 

67 

.     56  . . 

76 

58  . . 

7o 

.     12  .. 

16 

.     13  .. 

18 

INDEX. 


Walls —  Continued. 
Chases  in 

Cross  wall,  definition  of .  . 

Thickness  of  . . 

Height  and  length  of    . . 
Not  to  overhang 

Of  domestic  building,  thickness  of 
Of  warehouse  building,  thickness  of 
Thickness  of  (tabulated  schedule) 
Of  material  other  than  bricks 
Party  walls,  definition  of 

Height  and  thickness  of 

Recesses  in 

To  have  proper  damp  course 

To  rest  on  footings 

When  to  be  coped 

When  to  have  parapet 

With  openings  to  have  proper  piers 
Warehouse  building,  definition  of 

,,  Thickness  of  walls 

Waste  pipes 

Water  Closets  : 

Apparatus  and  fittings  for 
Position  of 

To  have  separate  flushing  cistern 
To  have  a  window 
Ventilation  of  . . 
Water  supply  to 
Width  ( of  new  street),  definition  of    . . 
Of  new  streets 
,,      Of  carriageway  and  footways  .. 
Windows  to  be  provided 

To  open  to  external  air 
,,       in  Water  closets 
Woodwork  in  external  walls 
Yards,  paving  of    . . 


PAGE 

CLAUSE 

27  .. 

14  .. 

22 

23  .  . 

25 

14   .  . 

22 

13  .  . 

17 

15  .  . 

23 

.     19  . 

24 

65&66. 

— 

.     24  . 

26 

2 

1 

26  . 

SO 

.     27  . 

33 

.     14  . 

21 

.     13  . 

19 

.     27  . 

31 

.  25 

29 

.     25  . 

27 

2 

1 

1  G 

ay- 

0  1 

.      II.  . 

.  Preface 

.     57  . 

77 

.     58  . 

79 

.     58  . 

78 

.     58  . 

78 

.     60  < 

84 

3  . 

1 

.     11  . 

11 

11  ..  13 

51  64 

52  ..  66 
58  ..  78 
25  ..  28 
52  ..  69 


r. 


NOTICE. 


In  connection  with  the  subject  of  bye-laws  with 
respect  to  new  streets  and  buildings  the  attention 
of  Builders  and  others  is  called  to  the  following 
enactments. 

The  Public  Health  Act  (Section  158)  provides : — 

Where  a  notice,  plan,  or  description  of  any  work  ^^^J^ 
is  required  by  any  bye-law  made  by  an  Urban  commencing 
Authority  to  'be  laid  before  that  Authority,  the works- 
Urban  Authority  shall  within  one  month  after  the 
same  has  been  delivered  or  sent  to  their  surveyor  or 
clerk,  signify  in  writing  their  approval   or  dis- 
approval of  the   intended   work   to   the  person 
proposing  to  execute  the  same ;   and  if  the  work  is 
commenced  after  such  notice  of  disapproval,  or  before  the 
expiration  of  such  month  without  such  approval,  and  is 
in  any  respect  not  in  conformity  with  any  bye-law 
of  the  Urban  Authority,  the  Urban  Authority  may 
cause  so  much  of  the  work  as  has  been  executed  to 
be  pulled  down  or  removed. 

The   West   Ham  Local  Board  Extension  of 
Powers  Act,  1884,  provides: — 

(Section  42).   Where,  after  the  passing  of  this  Act,  Junctions  of 
it  is  intended  by  any  person  to  f oi  m  or  lay  out  any  stf ets  and 

-i  p       i     m  t  a  J         de  sac. 

road,  passage,  or  way  for  building  as  a  street  for  ThreeMonths, 
the  purpose  of  carriage  traffic  or  of  foot  traffic  only,  Notlce* 
in  such  manner  that  such  road,  passage,  or  way 
will  not  afford  direct  communication  between  two 
streets,  such  person  shall  at  least  three  months 
before  such  road,  passage,  or  way  is  begun  to  be  so 
formed  or  laid  out,  make  an  application  to  the  Local 
Board,  giving  notice  of  such  intention  and  setting 
out  a  plan  of  the  proposed  street,  with  such 
particulars  in  relation  thereto  as  may  be  required 
by  the  Local  Board,  and  if  it  appears  to  the  Local 
Board  that  it  is  expedient  that  such  road,  passage, 
or  way  should  not  be  formed  or  laid  out  in  manner 
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aforesaid,  or  that  such  road,  passage,  or  way  should 
be  formed  or  laid  out  in  manner  aforesaid  subject 
to  any  conditions  which  the  Local  Board  may 
prescribe  the  Local  Board  may  by  order  made  at 
any  time  before  the  expiration  of  the  said  period  of 
three  months  decline  to  sanction  the  formation  or 
laying  out  of  such  road,  passage,  or  way  in  manner 
aforesaid,  or  may  sanction  the  formation  or  laying 
out  of  such  road,  passage,  or  way  in  manner  afore- 
said, subject  to  such  conditions  as  they  may 
prescribe,  and  thereupon  and  until  the  Local 
Board  shall  otherwise  direct,  such  road,  passage,  or 
way  shall  not  be  formed  or  laid  out  for  building  as 
a  street  in  manner  aforesaid  where  the  Local  Board 
have  declined  their  sanction,  or  shall  not  be  formed 
or  laid  out  for  building  as  a  street  in  manner  afore- 
said except  in  accordance  with  the  conditions 
prescribed  where  the  Local  Board  have  given  their 
sanction,  and  subject  to  such  conditions. 

Any  person  forming  or  laying  out  or  commencing 
to  form  or  lay  out  or  keeping  open  any  road, 
passage,  or  way  so  formed  or  laid  out  in  manner 
aforesaid  contrary  to  the  provisions  of  this  Section 
shall  for  every  such  offence  be  liable  to  a  penalty 
not  exceeding  Forty  shillings,  and  to  a  further 
penalty  not  exceeding  Twenty  shillings,  for  every 
day  on  which  the  offence  is  continued  after  the  day 
on  which  the  first  penalty  is  incurred. 

Provided  always  that  in  case  the  said  person  so 
intending  to  form  or  lay  out  any  road,  passage, 
or  way  as  aforesaid,  considers  that  any  of  the 
conditions  prescribed  by  the  Local  Board  are 
unreasonable,  then  the  said  person  so  objecting  to 
the  said  conditions  may  appeal  to  the  fetipendary 
magistrate  for  the  district,  and  his  decision  shall  be 
final  upon  the  question. 

Section  46  of  the  same  Act  provides: — ■ 
3    Where  it  appears  to  the  Local  Board  upon  the 
report  of  the  Surveyor  of  the  Local  Board  or  the 
Inspector  of  Nuisances  that  any  closet  in  any  house 
or  building  : 
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fa)  Has  not  proper  apparatus  and  fittings  for 
affording  sufficient  water  supply  thereto,  the  Local 
Board  may,  by  written  notice  to  the  owner  thereof, 
require  such  owner  to  provide  such  apparatus  and 
fittings  for  that  purpose  as  the  Surveyor  shall 
reasonably  think  necessary. 

fb)  Has  not  an y,  or  has  not  a  sufficient,  water 
supply,  the  Local  Board  may,  by  written  notice  to 
the  occupier  thereof,  require  such  occupier  to 
provide  a  sufficient  supply  of  water  to  such  closet 
as  the  said  Surveyor  or  Inspector  of  Nuisances  shall 
reasonably  think  necessary. 

Any  owner  or  occupier  who  for  the  space  of  one 
month  makes  default  in  complying  with  the  require- 
ments of  any  such  notice  as  aforesaid,  or  any 
occupier  who  fails  to  keep  such  proper  supply  of 
water  to  any  such  closet,  shall  for  every  day  during 
which  such  failure  continues  forfeit  and  pay  to  the 
Local  Board  a  daily  penalty  not  exceeding  forty 
shillings.  Any  notice  under  this  Section  may  be 
served  upon  the  owner  or  occupier,  as  the  case  may 
be,  personally  or  by  registered  letter,  or  if  the  Local 
Board  is  unable  to  ascertain  the  address  of  such 
owner  or  occupier  then  left  at  the  house  or  building 
in  respect  of  which  such  notice  is  given. 

The  Public  Health  Acts,  Amendment  Act,  1890 
(Section  25),  provides  :  — 

(1.)  It  shall   not  be   lawful   to   erect   a  new  Penalty  for 
building  on  any  ground  which  has  been  filled  up  ^^|s  on 
with  any  matter  impregnated  with  foecal,  animal,  ground°niiedi 
or  vegetable  matter,  or  upon  which  any  such  matter  Xnsive 
has  been  deposited,  unless  and  until  such  matter  matter, 
shall  have  been  properly  removed  by  excavation 
or  otherwise,  or  shall  have  been  rendered  or  have 
become  innocuous. 

(2.)  Every  person  who  does  or  causes,  or  wilfully 
permits  to  be  done  any  act  in  contravention  of  this 
section  shall  for  every  such  offence  be  liable  to  a 
penalty  not  exceeding  live  pounds,  and  a  daily 
penalty  not  exceeding  forty  shillings. 
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Buildings 
described  in 
deposited 
plans  other- 
wise than  as 
dwelling- 
houses  not 
to  he  used 
as  such. 


Sections  33  of  the  same  Act  provides  :  — 
(1.)  Where  the  plan  of  a  building"  has  been, 
either  before  or  after  the  adoption  of  this  part  of 
this  Act  in  any  district,  deposited  with  a  local 
authority  in  pursuance  of  any  Act  of  Parliament  or 
byel aw,  and  that  building  is  described  therein 
otherwise  than  as  a  dwelling-house,  any  person  who 
wilfully  uses  or  knowingly  permits  to  be  used  such 
building  or  any  part  thereof  for  the  purposes  of 
habitation  by  any  person  other  than  the  person 
placed  therein  to  take  care  thereof,  and  the  family 
of  such  person,  shall  be  guilty  of  an  offence  under 
this  section,  and  shall  be  liable  to  a  penalty  not 
exceeding  five  pounds,  and  to  a  daily  penalty  not 
exceeding  forty  shillings. 

(2.)  Provided  that  if  such  building  has  in  the  rear 
thereof  and  adjoining  and  exclusively  belonging 
thereto  such  an  open  space  as  is  required  by  any 
Act  of  Parliament  or  by  el  aw  for  the  time  being  in 
force  with  respect  to  buildings  intended  to  be  used 
as  dwelling-houses,  and  if  such  part  of  the  building 
as  is  intended  to  be  used  as  a  dwelling-house  has 
undergone  such  structural  alterations,  if  any,  as  are 
necessary  in  the  opinion  of  the  local  authority  to 
render  it  fit  for  that  purpose,  the  owner  may  use 
the  same  as  a  dwelling-house. 

Building  Fees       THE    WEST    HAM    LOCAL     BOARD     EXTENSION  OF 

Powers  Acts,  1882  and  1884,  provide  for  the 
appointment  of  Building  Inspectors,  and  that  certain 
fees  shah  be  paid  to  the  Board  in  the  case  of  the 
erection  of  any  building  or  of  any  alterations 
or  additions  effected  to,  in,  or  upon  any  buildings : 

(Section  37  of  Act  of  1884).  All  fees  authorised 
by  the  Act  of  1882,  and  by  this  Act,  or  by  either 
of  them,  shall  become  payable  as  follows  : — 

Immediately  after  the  roof  of  any  new  building 
has  been  covered  in. 

Immediately  after  the  completion  of  any 
alterations  or  additions  to,  in,  or  upon  any 
building. 
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{Section  7  of  the  Act  of  1882).  Such  fees  shall 
be  paid  by  the  builder  employed  in  erecting  such 
buildings,  or  in  effecting  such  alterations  or 
additions  to,  in,  or  upon  any  such  building  as 
aforesaid,  or  by  the  owner  of  the  building  so 
erected,  or  to,  in,  or  upon  which  such  alterations 
or  additions  have  been  effected ;  and  if  any  such 
builder  or  owner  neglects  or  refuses  to  pay  the 
same,  such  fees  may  be  recovered  in  a  summary 
manner  before  a  court  of  summary  jurisdiction  upon 
its  being  shown  to  the  satisfaction  of  such  court 
that  a  proper  bill,  specifying  the  amount  of  such 
fees,  was  delivered  to  such  builder  or  owner,  or 
sent  to  him  in  a  registered  letter,  addressed  to  his 
last  known  residence. 

"  Builder 15  shall  mean  the  Master  or  other  person 
employed  to  execute,  or  who  actually  executes  any 
work  upon  any  building. 

u  Owner  "  means  the  person  for  the  time  being 
receiving  the  rack  rent  of  the  lands  or  premises  in 
connection  with  which  the  word  is  used,  whether 
on  his  own  account,  or  as  agent  or  trustee  for  any 
other  person,  or  who  would  so  receive  the  same  if 
such  lands  or  premises  were  let  at  a  rack  rent. 


Schedule  of  Fees. 

Payable  to  the  Local   Board  in  respect  of  the 
Erection  or  Alteration  of  Buildings. 

Fees  for  New  Buildings. 

£    s.  d. 

For  every  building  not  exceeding  four 
hundred  square  feet  in  area,  and  of 
one  storey  in  height         ...  ...      0  15  0 

For   every  additional   square  of  one 

hundred  feet  or  fraction  of  such  square      0    2  6 

For  every  additional  storey  ...  ...      0    5  0 
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Fees  for  Additions  or  Alterations. 

For  every  addition  or  alteration  made  to 
any  building,  after  the  roof  thereof 
has  been  covered  in,  the  fee  shall  be 
half  of  the  fee  charged  in  the  case  of 
a  new  building. 

For  inspecting  the  arches  or  stone  floors 

over  or  under  public  ways  ...      0  10  0 

For  inspecting  the  formation  of  openings 

in  party  walls     ...  ...  ...      0  10  0 

But  no  fee  shall  exceed  Ten  Pounds. 

JSf.B. — In  this  Schedule  "area"  shall  include  the  area 
of  any  attached  building. 


BYE-LAWS 


MADE    BY  THE 

MAYOR,  ALDERMEN,    &    BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL,    AS    THE   URBAN  SANITARY 
AUTHORITY   OF   THE   SAID  BOROUGH, 

WITH    RESPECT  TO 

NEW  STREETS  AND  BUILDINGS 

WITHIN    THE  BOROUGH. 


Interpretation  of  Terms. 

1. — In  the  construction  of  the  bye-laws  relating 
to  new  streets  and  buildings  the  following  words 
and  expressions  shall  have  the  meanings  hereinafter 
respectively  assigned  to  them,  unless  such  meanings 
be  repugnant  to  or  inconsistent  with  the  context  or 
subject  matter  in  which  such  words  or  expressions 
occur ;  that  is  to  say, — 

"The  Council"  means  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham, 
acting  by  the  Council  of  the  said  Borough. 

"Inspector"  means  any  "Building  Inspector" 
for  the  time  being,  appointed  under  Section  3 
of  the  West  Ham  Local  Board  Extension  of 
Powers  Act,  1882,  or  any  Act  amending  the 
same. 

"  Base  "  applied  to  a  wall  means  the  under  side 
of  the  course  immediately  above  the  footings: 

"Topmost  storey"  means  the  uppermost  storey 
in  a  building,  whether  constructed  wholly  or 
partly  in  the  roof  or  not}  and  whether  used  or 
constructed  or  adapted  for  human  habitation 
or  not : 
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"  Party  wall "  means  : — 

(a.)  A  wall  forming  part  of  a  building  and 
being  used  or  constructed  to  be  used  in  any 
part  of  the  height  or  length  of  such  wall  for 
separation  of  adjoining  buildings  belonging 
to  different  owners  or  occupied  or  constructed 
or  adapted  to  be  occupied  by  different 
persons ;  or 

(b.)  A  wall  forming  part  of  a  building  and 
standing,  in  any  part  of  the  length  of  such 
wall,  to  a  greater  extent  than  the  projection 
of  the  footings  on  one  side  on  grounds  of 
different  owners  : 

"  External  wall"  means  an  outer  wall  of  a 
building  not  being  a  party  wall,  even  though 
adjoining  to  a  wall  of  another  building: 

"Public  building"  means  a  building  used  or 
constructed  or  adapted  to  be  used,  either 
ordinarily  or  occasionally,  as  a  Church,  chapel, 
or  other  place  of  public  worship,  or  as  a 
hospital,  work-house,  college,  school  (not  being 
merely  a  dwelling  house  so  used),  theatre, 
public  hall,  public  concert  room,  public  ball 
room,  public  lecture  room,  public  exhibition 
room,  or  as  a  public  place  of  assembly  for 
persons  admitted  thereto,  by  tickets  or  other- 
wise, or  used  or  constructed  or  adapted  to  be 
used,  either  ordinarily  or  occasionally,  for  any 
other  public  purpose  : 

"Building  of  the  warehouse  class"  means  a 
warehouse,  factory,  manufactory,  brewery,  or 
distillery  : 

"Domestic  building"  means  a  dwelling-house  or 
an  office  building,  or  out-building  appurtenant 
to  a  dwelling-house,  whether  attached  thereto 
or  not,  or  a  shop,  or  any  other  building,  not 
being  a  public  building  or  of  the  warehouse 
class  : 
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"Dwelling  house'5  means  a  building  used  or 
constructed  or  adapted  to  be  used  wholly  or 
principally  for  human  habitation,  or  a  shop, 
workshop,  or  office  building. 

"  Width,"  applied  to  a  new  street,  means  the 
whole  extent  of  space  intended  to  be  used,  or 
laid  out  so  as  to  admit  of  being  used  as  a  public 
way,  exclusive  of  any  steps  or  projections 
therein,  and  measured  at  right  angles  to  the 
course  or  direction  or  intended  course  or 
direction  of  such  street. 

Exemp  ted  Buildings . 

2. — The  following  buildings  shall  be  exempt  from 
the  operation  of  the  bye-laws  relating  to  new  streets 
and  buildings : — 

(a.)  Any  building  in  Her  Majesty's  possession, 
or  employed  or  intended  to  be  employed  for  Her 
Majesty's  use  or  service : 

(b. )  Any  County  or  Borough  lunatic  asylum,  and 
any  building  or  part  of  a  building  belonging  to  the 
Council  of  any  County,  City,  or  Borough,  and  used 
or  intended  to  be  used  for  the  detention  of  any 
prisoners  : 

(c.)  Any  gaol,  house  of  correction,  bridewell, 
penitentiary,  or  other  prison,  and  any  building 
occupied  or  intended  to  be  occupied  by  any  prison 
officer  for  the  use  of  such  prison  and  contiguous 
thereto : 

(d.)  Any  building  (not  being  a  dwelling-house) 
belonging  to  any  person  or  body  of  persons 
authorized  by  virtue  of  any  Act  of  Parliament  to 
navigate  on  or  use  any  river,  canal,  dock,  harbour, 
or  basin,  or  to  demand  any  tolls  or  dues  in  respect  of 
the  navigation  of  such  river  or  canal,  or  the  use  of 
such  dock,  harbour  or  basin,  and  used  or  intended 
to  be  used  exclusively  under  the  provisions  of  such 
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Act  of  Parliament  for  the  purposes  of  such  river, 
canal,  dock,  harbour,  or  basin : 

(e)  Any  building  (not  being  a  dwelling-house) 
erected  or  intended  to  be  erected  in  connexion  with 
any  mine,  and  used  or  intended  to  be  used  exclu- 
sively for  the  working  of  such  mine : 

(/)  Any  building  erected  or  to  be  erected 
according  to  the  plans  previously  approved  by 
the  Land  Commissioners  for  England,  under  the 
Improvement  of  Land  Act,  1864,  or  other  Act  or 
Acts  for  the  improvement  of  land : 

(g)  Any  building  which  may  not  be  exempt  by 
the  operation  of  any  of  the  preceding  clauses  of 
this  bye-law,  and  which  may  be  erected  or  may  be 
intended  to  be  erected  in  accordance  with  such  plan 
and  in  such  manner  as  may  be  approved  or  directed 
in  pursuance  of  any  statutory  provision  in  that 
behalf  by  one  of  Her  Majesty's  Principal  Secretaries 
of  State : 

(h)  Any  building  erected  and  used,  or  intended 
to  be  erected  and  used,  exclusively  for  the  purpose 
of  a  plant-house,  orchard-house,  summer-house, 
poultry-house,  or  aviary  which  shall  be  wholly 
detached,  and  at  a  distance  of  ten  feet  at  the  least 
from  any  other  building,  and  which  shall  not  be 
heated  otherwise  than  by  hot  water,  and  in  which 
the  fireplaces  (if  any)  shall  be  detached  with  no 
flues  of  any  kind  within  such  plant-house,  orchard- 
house,  summer-house,  poultry -house,  or  aviary : 

(i)  Any  building  which  shall  not  exceed  in 
height  thirty  feet  as  measured  from  the  footings  of 
the  walls,  and  shall  not  exceed  in  extent  one 
hundred  and  twenty -five  thousand  cubic  feet,  and 
shall  not  be  a  public  building,  and  shall  not  be 
constructed  or  adapted  to  be  used  either  wholly 
or  partly  for  human  habitation,  or  as  a  place  of 
habitual  employment  for  any  person  in  any  manu- 
facture, trade,  or  business,  and  shall  be  distant  at 
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least  eight  feet  from  the  nearest  street,  and  at  least 
thirty  feet  from  the  nearest  building  and  from  the 
boundary  of  any  adjoining  lands  or  premises  : 

(/.)  Any  building  which  shall  exceed  in  height 
thirty  feet  as  measured  from  the  footings  of  the 
walls,  and  shall  exceed  in  extent  one  hundred  and 
twenty -five  thousand  cubic  feet,  and  shall  not  be  a 
public  building,  and  shall  not  be  constructed  or 
adapted  to  be  used  either  wholly  or  partly  for 
human  habitation,  or  as  a  place  of  habitual  em- 
ployment for  any  person  in  any  manufacture, 
trade,  or  business,  and  shall  be  distant  at  least 
thirty  feet  from  the  nearest  street,  and  at  least 
sixty  feet  from  the  nearest  building  and  from  the 
boundary  of  any  adjoining  lands  or  premises : 

(k.)  Any  building  erected  or  intended  to  be 
erected  for  use  solely  as  a  temporary  hospital  for 
the  reception  and  treatment  of  persons  suffering 
from  any  dangerous  infectious  disorder. 

As  to  the  giving  of  notices,  deposit  of  plans  and 
sections  by  persons  intending  to  lay  out  streets  or  to 
■construct  buildings  ;  as  to  inspection  by  the  Council,  and 
as  to  the  poiver  of  such  Council  to  remove,  alter,  or 
pull  down  any  tvork  begun  or  done  in  contravention  of 
the  bye-laws.  * 

EVERY  PERSON  INTENDING  TO  LAY  OUT  A  STREET  SHALL 
OBSERVE  THE  FOLLOWING  REQUIREMENTS  :  

3. — He  shall,  before  beginning  to  construct  such 
street,  give  to  the  Council  notice,  in  writing,  of 
such  intention,  which  notice  shall  be  delivered  or 
sent  to  the  surveyor,  at  his  office,  and  shall  at  the 
same  time  and  place  cause  to  be  delivered  a  plan 
and  sections  of  such  intended  street,  drawn  to  a 
horizontal  scale  of  not  less  than  one  inch  to  every 


*  As  to  the  deposit  of  plans  and  giving  notiee  with  regard  to  alterations  to 
buildings  see  live  Laws  commencing  on  page  68. 
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forty -four  feet,  and  to  a  vertical  scale  of  not  less 
than  one  inch  to  every  ten  feet.  Every  such  plan 
shall  show  the  names  of  the  owners  of  the  land 
through  or  over  which  such  street  shall  be  intended 
to  be  made,  its  level  and  width,  the  line  of  sewer, 
the  points  of  the  compass,  the  mode  of  construction, 
the  intended  name  of  such  street  and  its  position 
in  relation  to  the  streets  nearest  thereto,  the  size 
and  number  of  the  intended  building  lots,  and  the 
sites,  height,  class  and  nature  of  the  buildings  to  be 
erected  therein,  the  height  of  the  division  and  fence 
walls  thereon,  and  the  name  and  address  of  the 
person  intending  to  lay  out  such  street. 

He  shall  sign  such  plan,  or  cause  the  same  to  be 
signed  by  his  duly  authorized  agent. 

He  shall  show  on  every  such  section  the  levels  of 
the  present  surface  of  the  ground  above  some 
known  datum,  the  level  and  rate  or  rates  of  incli- 
nation of  the  intended  street,  the  mode  of  drainage, 
the  levels,  size,  and  inclinations  of  the  sewer,  and 
the  level  and  inclinations  of  the  streets  with  which 
it  is  intended  that  such  street  shall  be  connected, 
and  the  level  of  the  lowest  floors  of  the  intended 
buildings. 

EVERY  PERSON  INTENDING  TO  ERECT  A  BIJ  ELDING  SHALL 
OBSERVE  THE  FOLLOWING  REQUIREMENTS  I  

4. — He  shall,  before  beginning  to  erect  such 
building,  give  to  the  Council  notice  in  writing  of 
such  intention,  which  shall  be  delivered  or  sent  to 
their  surveyor,  at  his  office,  together  with  complete 
plans  and  sections  of  every  floor  of  such  intended 
building,  which  shall  be  drawn  to  a  scale  of  not  less 
than  one  inch  to  every  eight  feet,  and  shall  shew  the 
position,  form,  and  dimensions  of  the  several  parts 
of  such  building,  and  of  every  water-closet,  earth- 
closet,  privy,  ashpit,  cesspool,  well,  and  all  other 
appurtenances,  and  in  which  the  building  shall  be 
so  described  as  to  show  whether  it  is  intended  to  be 
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used  as  a  dwelling-house  or  otherwise  ;  and  with  a 
description  in  writing  of  the  materials  of  which  it  is 
intended  that  such  building  shall  be  constructed,  and 
of  the  mode  of  drainage  and  means  of  water  supply  ; 
and  with  a  block  plan  of  such  building  drawn  to  a 
scale  of  not  less  than  one  inch  to  every  forty-four 
feet,  showing  the  position  of  the  buildings  and 
appurtenances  of  the  properties  immediately  ad- 
joining, the  width  and  level  of  the  street  in 
front,  and  of  the  street,  if  any,  at  the  rear  of  such 
building,  the  level  of  the  lowest  floor  of  such 
building,  and  of  any  yard  or  ground  belonging 
thereto. 

Every  such  plan  shall  show  the  intended  lines 
of  drainage  of  such  building,  and  the  size,  depth, 
and  inclination  of  each  drain ;  and  the  details 
of  the  arrangement  proposed  to  be  adopted  for  the 
ventilation  of  the  drains. 

5,  —  Every  person  who  shall  intend  to  erect  a 
chimney  shaft  for  the  furnace  of  a  steam  boiler, 
brewery,  distillery  or  manufactory,  shall  give  to  the 
Council  notice  in  writing  of  such  intention,  which 
shall  be  delivered  or  sent  to  their  survevor  together 
with  complete  plans  and  sections  drawn  to  a  scale 
of  not  less  than  one  inch  to  every  eight  feet ;  and 
with  a  description  in  writing  of  the  materials  of 
which  it  is  intended  that  such  chimney  shaft  shall 
be  constructed,  and  with  a  block  plan  of  such 
chimney  shaft  drawn  to  a  scale  of  not  less  than  one 
inch  to  every  forty- four  feet,  showing  the  position 
of  the  buildings  and  appurtenances  of  the  property 
immediately  adjoining  the  site  of  such  chimney 
shaft. 

6.  — -Every  person  who  shall  intend  to  lay  out  or 
construct  a  street,  or  to  erect  a  building,  or  other- 
wise to  execute  any  work  to  which  any  of  the  bye- 
laws  relating  to  new  streets  and  buildings  may 
apply,  shall,  before  beginning  to  lay  out  or  con- 
struct such  street,  or  to  erect  such  building,  or  to 
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execute  such  work,  deliver  or  send,  or  cause  to 
be  delivered,  or  sent  to  the  surveyor  of  the  Council 
at  his  or  their  office,  notice  in  writing,  in  which 
shall  be  specified,  the  date  on  which  such  person  will 
begin  to  lay  out  or  construct  such  street,  or  to  erect 
such  building,  or  to  execute  such  work. 

Every  such  person  shall  also,  before  proceeding  to 
cover  up  any  sewer  or  drain,  or  any  foundation  of  a 
building,  cause  to  be  delivered  to  the  surveyor, 
at  his  office,  notice  in  writing  in  which  shall  be 
specified  the  date  on  which  such  person  will  proceed 
to  cover  up  such  sewer,  drain,  or  foundation. 

If  such  person  neglect  or  refuse  to  deliver  any 
such  notice,  or  to  cause  any  such  notice  to  be 
sent  to  such  surveyor,  and  if  such  surveyor,  or 
an  inspector,  on  inspecting  any  work  in  con- 
nexion with  such  street  or  building,  or  such  other 
work  as  aforesaid,  finds  that  such  work  is  so  far 
advanced  that  he  cannot  ascertain  whether  an}^thing 
required  by  any  bye-law  relating  to  new  streets  or 
buildings  has  been  done  contrary  to  such  bye-law, 
or  whether  anything  required  by  such  bye-law  to  be 
done  has  been  omitted  to  be  done,  and  if,  within  a 
reasonable  time  after  such  survey  or  inspection ,  such 
person  shall,  by  notice  in  writing,  or  partly  in 
writing  and  partly  in  print,  under  the  hand  of  such 
surveyor,  be  required,  within  a  reasonable  time 
which  shall  be  specified  in  such  notice,  to  cause 
so  much  of  such  work  as  prevents  such  surveyor 
or  an  inspector  from  ascertaining  whether  any- 
thing has  been  done  or  omitted  to  be  done  as 
aforesaid  to  be  cut  into,  laid  open,  or  pulled  down 
to  a  sufficient  extent  to  enable  such  surveyor  or 
inspector  to  ascertain  whether  anything  has  been 
done  or  omitted  to  be  done  as  aforesaid,  such  person 
shall  within  the  time  specified  in  such  notice  cause 
such  work  to  be  so  cut  into,  laid  open,  or  pulled 
down. 


/ 


9 

7. — In  every  case: — 

Where  any  such  person  shall,  at  any  reasonable- 
time  during  the  progress  or  after  the  completion  of 
the  laying  out  or  construction  of  such  street,  or 
the  erection  of  such  building,  or  the  execution  of 
such  work,  receive  from  the  surveyor,  notice  in 
writing,  or  partly  in  writing  and  partly  in  print, 
specifying  any  matters  in  respect  of  which  the 
laying  out  or  construction  of  such  street,  the 
erection  of  such  building,  or  the  execution  of 
such  work  may  be  in  contravention  of  any  bye-law 
relating  to  new  streets  or  buildings,  and  requiring 
such  person  within  a  reasonable  time,  which  shall 
be  specified  in  such  notice,  to  cause  anything  done 
contrary  to  any  such  bye-law  to  be  amended,  or  to 
do  anything  which  by  any  such  bye-law  may  be 
required  to  be  done  but  which  has  been  omitted 
to  be  done  : — 

Such  person  shall,  within  the  time  specified  in 
such  notice,  comply  with  the  several  requirements 
thereof  so  far  as  such  requirements  relate  to  matters 
in  respect  of  which  the  laying  out  or  construction 
of  such  street,  the  erection  of  such  building,  or  the 
execution  of  such  work  may  be  in  contravention  of 
any  such  bye-law. 

Such  person,  within  a  reasonable  time  after  the 
completion  of  any  work  which  may  have  been 
executed  in  accordance  with  any  such  requirement, 
shall  cause  to  be  delivered  to  the  surveyor,  at  his 
office,  notice  in  writing  of  the  completion  of  such 
work,  and  shall,  at  all  reasonable  times  within  a 
period  of  fourteen  days  after  such  notice  shall  have 
been  so  delivered,  afford  such  surveyor,  or  an 
inspector,  free  access  to  such  work  for  the  purpose 
of  inspection. 

Such  person  shall  at  all  reasonable  times,  during 
the  laying  out  or  construction  of  such  street,  or 
the  erection  of  such  building,  or  the  execution 
of  such  work,  afford  the  surveyor  or  an  inspector 
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free  access  to  such  street,  building,  or  work  for  the 
purpose  of  inspection. 

8.  — Every  such  person  shall,  within  a  reasonable 
time  after  the  completion  of  the  laying  out  or 
construction  of  such  street,  deliver,  or  cause  to  be 
delivered,  to  the  surveyor  of  the  Council,  at  his 
office,  notice  in  writing  of  the  completion  of  the 
laying  out  or  construction  of  such  street,  and  shall, 
at  all  reasonable  times,  within  a  period  of  fourteen 
days  after  such  notice  shall  have  been  so  delivered, 
or  sent,  afford  such  surveyor,  or  an  inspector,  free 
access  to  such  street  for  the  purpose  of  inspection. 

9.  — Every  such  person  shall,  within  a  reasonable 
time  after  the  completion  of  the  erection  of  such 
building,  deliver,  or  cause  to  be  delivered,  to  the 
surveyor  of  the  Council,  at  his  office,  notice  in 
writing  of  the  completion  of  the  erection  of  such 
building,  and  shall,  at  all  reasonable  times,  within 
a  period  of  fourteen  days  after  such  notice  shall 
have  been  so  delivered  or  sent,  and  before  such 
building  shall  be  occupied,  afford  such  surveyor,  or 
an  inspector,  free  access  to  every  part  of  such  build- 
ing for  the  purpose  of  inspection. 


With  respect  to  the  level,  width,  and  construction 
of  new  streets, 

10. — Every  person  who  shall  lay  out  a  new  street 
shall  lay  out  such  street  at  such  level  as  will 
afford  the  easiest  practicable  gradients  through- 
out the  entire  length  of  such  street  for  the 
purpose  of  securing  easy  and  convenient  means  of 
communication  with  any  other  street  or  intended 
street  with  which  such  new  street  may  be  connected 
or  may  be  intended  to  be  connected,  and  as  will 
allow  of  compliance  with  the  provisions  of  any 
statute  or  bye-law  in  force  within  the  district  for 
the  regulation  of  new  streets  and  buildings. 


11 


11. — Every  person  who  shall  lay  out  a  new  street 
which  shall  be  intended  for  use  as  a  carriage-road, 
shall  so  lay  out  such  street  that  the  width  thereof 
shall  be  forty  feet  at  the  least. 

12 — Every  person  who  shall  construct  a  new  street 
which  shaH  exceed  one  hundred  feet  in  length,  shall 
construct  such  street  for  use  as  a  carriage  road  and 
shall,  as  regards  such  street,  comply  with  the 
requirements  of  every  bye-law  relating  to  a  new 
street  intended  for  use  as  a  carriage  road. 

Provided  always,  that  this  bye-law  shall  not  apply 
in  any  case  where  a  new  street  shall  not  be  intended 
to  form  the  principal  approach  to  any  building,  but 
shall  be  intended  for  use  solely  as  a  separate  means 
of  access  to  any  premises  for  the  purpose  of  removing 
therefrom  the  contents  of  any  privy,  stablepit, 
ashpit,  or  cesspool. 

13. — Every  person  who  shall  construct  a  new 
street  shall  comply  with  the  following  require- 
ments :  — 

(a.)  The  carriage-way  of  such  street  shall  be 
twenty  four  feet  in  width  at  the  least. 

(b.)  The  surface  of  the  carriage-way  of  such 
street  shall  curve  or  fall  from  the  centre  or  crown 
of  such  carriage-way  to  the  channels  at  the  sides 
thereof  ;  the  height  of  the  crown  of  such  carriage- 
way above  the  level  of  the  side  channels  being 
calculated  at  the  rate  of  not  less  than  three-eights 
of  an  inch  and  not  more  than  three  fourths  of  an  inch 
for  every  foot  of  the  width  of  such  carriage-way. 

(c.)  On  each  side  of  such  street  shall  be  con- 
structed a  footway  of  a  width  of  not  less  than 
one-fifth  of  the  entire  width  of  such  street. 

(d.)  Each  footway  in  such  street  shall  slope  or 
fall  towards  the  kerb  or  outer  edge  at  the  rate  of 
not  less  than  a  quarter  of  an  inch  and  not  more 
han  one  half  of  an  inch  in  every  foot  of  width. 
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(e.)  The  height  of  the  kerb  or  outer  edge  of  such 
footway  above  the  channel  of  the  carriage-way 
(except  in  the  case  of  crossings  paved  or  otherwise 
formed  for  the  use  of  foot  passengers)  shall  be  not 
less  than  three  indies  at  the  highest  part  of  such 
channel  and  not  more  than  seven  inches  at  the  lowest 
part  of  such  channel. 

(/.)  Every  new  street  shall  have  at  one  end,  at 
least,  of  such  street  an  entrance  of  a  width  equal  to 
the  width  of  such  street,  and  open  from  the  ground 
upwards. 

With  respect  to  the  provision  in  connection  with  the 
laying  out  of  new  streets  of  secondary  means  of  access 
tuhere  necessary  for  the  purpose  of  the  removal  of 
House  Refuse  and  other  matters. 

14  .—Every  person  who  shall  lay  out  a  new  street, 
which  shall  be  intended  for  use  as  the  principal 
approach  to  any  building,  shall  provide  in  connection 
with  such  street  and  communicating  therewith,  or 
with  some  other  street,  a  secondary  means  of  access 
where  necessary  for  the  purpose  of  the  removal  of 
house  refuse  and  other  matters. 

With,  respect  to  the  structure  of  walls,  foundations, 
roofs,  and  chimneys  of  new  buildings  for  securing 
stability  and  the  prevention  of  fires,  and  for  purposes 
of  health. 

EVERY  PERSON  WHO  SHALL  ERECT  ANY  BUILDING  SHALL 
COMPLY  WITH  THE  FOLLOWING  REGULATIONS  '.  

15.  — The  whole  ground  surface  under  every 
domestic  building  shall  be  properly  asphalted  or 
covered  with  a  layer  of  good  cement  concrete, 
at  least  six  inches  in  thickness,  solidly  rammed. 

16.  — The  external  walls,  the  party  walls,  and 
every  cross  wall  which  in  pursuance  of  the  byelaw 
in  that  behalf  may,  as  a  return  wall,  be  deemed  a 
means  of  determining  the  length  of  any  external 
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wall  or  party  wall,  shall  be  constructed  of  good  bricks? 
stone,  or  other  hard  and  incombustible  materials- 
properly  bonded  and  solidly  put  together  :  — 

(a.)  With  good  mortar  compounded  of  good  lime 
and  clean  sharp  sand,  or  other  suitable  material,  in 
proper  proportions ;  or 

(b.)  With  good  cement ;  or 

(c.)  With  good  cement  mixed  with  clean  sharp 
sand,  in  proper  proportions. 

17.  — No  wall  forming  part  of  a  new  building,  or 
any  part  of  such  wall  (not  being  a  projection  in- 
tended solely  for  the  purposes  of  architectural 
ornament,  or  a  properly  constructed  corbel),  shall 
overhang  any  part  of  the  building  beneath  it. 

18.  — Every  wall  built  at  an  angle  with  another 
wall,  shall  be  properly  bonded  therewith. 

19.  — Every  wall  shall  be  so  constructed  as  to  rest 
upon  proper  footings. 

The  projection  at  the  widest  part  of  the  footings 
of  every  wall,  on  each  side  of  such  wall,  shall  be  at 
least  equal  to  one  half  oi  the  thickness  of  such  wall 
at  its  base,  unless  an  adjoining  wall  interferes,  in 
which  case  the  projection  may  be  omitted  where 
that  wall  adjoins. 

The  diminution  of  the  footings  shall  be  in  regular 
offsets,  or  in  one  offset  at  the  top  of  the  footings, 
and  the  height  from  the  bottom  of  the  footings  to 
the  base  of  the  wall  shall  be  at  least  equal  to  two 
thirds  of  the  thickness  of  the  wall  at  its  base, 

20.  - -The  footings  of  every  wall  shall  rest  on  the 
solid  ground,  or  upon  a  sufficient  thickness  of  good 
concrete,  or  upon  some  solid  and  sufficient  sub- 
structure, as  a  foundation. 
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21.  — Every  wall  shall  have  a  proper  damp  course 
of  sheet  lead,  asphalte,  or  slates  laid  in  cement,  or 
of  other  durable  material  impervious  to  moisture, 
beneath  the  level  of  the  lowest  timbers,  and  at  a 
height  of  not  less  than  six  inches  above  the  surface 
of  the  adjoining  ground. 

22.  — For  the  purposes  of  the  bye-laws  with  respect 
to  the  structure  of  walls  of  new  buildings,  the 
measurement  of  height  of  storeys  and  of  height 
and  length  of  walls  shall  be  determined  by  the 
following  rules:  — 

(i.)  The  heights  of  storeys  shall  be  measured  as 
follows : — 

(a)  The  height  of  a  topmost  storey  shall  be 
measured  from  the  level  of  the  upper  surface  of  the 
floor  up  to  the  level  of  the  under  side  of  the  tie  of 
the  roof  or  other  covering,  or  if  there  is  no  tie,  then 
up  to  the  level  of  half  the  vertical  height  of  the 
rafters  or  other  support  of  the  roof : 

(#)  The  height  of  every  storey,  other  than  a 
topmost  storey,  shall  be  measured  from  the  level 
of  the  upper  surface  of  the  floor  of  the  storey  up 
to  the  level  of  the  upper  surface  of  the  floor  of  the 
storey  next  above  it. 

(ii.)  The  height  of  every  external  or  party  wall 
shall  be  measured  from  the  top  of  the  footings  to 
the  highest  part  of  the  wall,  or  in  the  case  of  a 
gable,  to  half  the  height  of  the  gable. 

(iii.)  Walls  shall  be  deemed  to  be  divided  into 
distinct  lengths  by  return  walls.  The  length  of  a 
wall  shall  be  measured  from  the  centre  of  one 
return  wall  to  the  centre  of  another,  provided  that 
the  return  walls  are  external  walls,  party  walls,  or 
cross  walls,  of  the  thickness  prescribed  by  the  bye- 
laws,  and  are  bonded  into  the  walls  so  deemed  to 
be  divided. 

A  wall  shall  not,  for  the  purpose  of  this  rule,  be 
deemed  a  cross  wall  unless  it  is  carried  up  to  the 
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top  of  the  topmost  storey,  and  unless  in  each 
storey  the  aggregate  extent  of  the  vertical  faces  or 
elevations  of  all  the  recesses  and  that  of  all  the 
openings  therein,  taken  together,  shall  not  exceed 
oae  half  of  the  whole  extent  of  the  vertical  face  or 
elevation  of  the  wall  in  such  storey. 

23. — Every  person  who  shall  erect  a  new  domestic 
building  shall  construct  every  external  wall  and 
every  party  wall  of  such  building  in  accordance 
with  the  following  rules,*  and  in  every  case  the 
thickness  prescribed  shall  be  the  minimum  thickness 
of  which  any  such  wall  may  be  constructed,  and 
the  several  rules  shall  apply  only  to  walls  built  of 
good  bricks,  not  less  than  eight  and  a  half  inches  long, 
or  of  suitable  stone,  or  other  blocks  of  hard  and 
incombustible  substance,  the  beds  or  courses  being 
horizontal. 

^eifofc    W  Where  the  wall  does  not  exceed  twenty- 
mo feet,  five  feet  in  height  its  thickness  shall  be  as 
follows  :  — 

If  the  wall  does  not  exceed  thirty  feet  in 
length,  it  shall  be  eight  and  a  half  inches  thick 
for  its  whole  height. 

If  the  wall  exceeds  thirty  feel  in  length,  or 
comprises  more  than  two  storeys,  it  shall  be 
thirteen  and  a  half  inches  thick  below  the  top- 
most storey,  and  eight  and  a  half  inches  thick 
for  the  rest  of  its  height. 

"u^to*     W  Where  the  wall  exceeds  twenty -five  feet 
3oPfeet.  but  does  not  exceed  thirty  feet  in  height,  its 
thickness  shall  be  as  follows  :  — 

If  the  wall  does  not  exceed  thirty-five  feet  in 
length  it  shall  be  thirteen  and  a  half  inches  thick 
below  the  two  topmost  storeys,  and  eight  and  a 
half  inches  thick  for  the  rest  of  its  height. 


•  For  Tabulate  1  Schedule  as  to  Thickness  of  Walls,  see  page  (5b. 
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If  the  wall  exceeds  thirty-five  feet  in  length 
it  shall  be  thirteen  and  a  half  inches  thick  below 
the  topmost  storey,  and  eight  and  a  half  inches 
thick  for  the  rest  of  its  height. 

Height         Where  the  wall  exceeds  thirty  feet  but 
40Pfee°t.  does  not  exceed  forty  feet  in  height  its  thick- 
ness shall  be  as  follows  : — 

If  the  wall  does  not  exceed  thirty -five  feet  in 
length  it  shall  be  thirteen  and  a  half  inches 
thick  below  the  two  topmost  storeys,  and  eight 
and  a  half  inches  thick  for  the  rest  of  its 
height : 

If  the  wall  exceeds  thirty-five  feet  in  length 
it  shall  be  as  follows  :  one  storey  eighteen  inches, 
rest  of  wall  below  topmost  storey  thirteen  and 
a  half  inches,  remainder  eight  and  half  inches. 

I^eitot    W  Where  the-  wall  exceeds  forty  feet  but 
5oPfeet.  does  not  exceed  fifty  feet  in  height  its  thickness 
shall  be  as  follows  : — 

If  the  wall  does  not  exceed  thirty  feet  in 
length  it  shall  be  thirteen  and  a  half  inches  thick 
below  the  topmost  storey,  and  eight  and  a  half 
inches  thick  for  the  rest  of  its  height. 

If  the  wall  exceeds  thirty  feet  but  does  not 
exceed  forty -five  feet  in  length,  its  thickness 
shall  be  as  follows :  For  one  storey  eighteen 
inches,  rest  ot  wall  below  topmost  storey  thirteen 
and  a  half  inches  thick,  and  remainder  eight 
and  a  half  inches  thick. 

If  the  wall  exceeds  forty -five  feet  in  length 
its  thickness  shall  be  as  follows  : — 

For  one  storey  tiventy-ttvo  inches,  for  the  next 
storey  eighteen  inches,  and  the  remainder  thirteen 
and  a  half  inches  thick. 
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^r'to*  (0  Where  the  wall  exceeds///// jfotf  but  does 
60fee°t.  not  exceed  in  height  its  thickness  shall 

be  as  follows : — 

If  the  wall  does  not  exceed  thirty  feet  in 
length  it  shall  be  eighteen  inches  thick  for  the 
height  of  one  storey,  and  thirteen-and-a-half 
inches  thick  for  the  rest  of  its  height. 

If  the  wall  exceeds  thirty  feet  but  does  not 
exceed  fifty  feet  in  length  it  shall  be  eighteen 
inches  thick  for  the  height  of  two  storeys,  and 
thirteen  and  a  half  inches  thick  for  the  rest  of 
its  height. 

If  the  wall  exceeds  fifty  feet  in  length  its 
thickness  shall  be  as  follows : — For  one  storey 
tiventy-two  inches  thickness,  next  two  storeys 
eighteen  inches  thick,  and  thirteen  and  a  half  inches 
thick  for  the  rest  of  its  height. 

Height    (7*)  Where  the  wall  exceeds  sixty  feet  but 
7oPfeet.  does  not  exceed  seventy  feet  in  height  its  thick- 
ness shall  be  as  follows  : — 

If  the  wall  does  not  exceed  forty  feet  in 
length  it  shall  be  eighteen  inches  thick  for  the 
height  of  two  storeys,  and  thirteen  and  a 
half  inches  thick  for  the  rest  of  its  height. 

If  the  wall  exceeds  forty  feet  but  does  not 
exceed  fifty  five  feet  in  length  its  thickness  shall 
be  as  follows  : — For  one  storey  twenty -two  inches , 
the  next  two  storeys  eighteen  inches,  the  re- 
mainder thirteen  and  a  half  inches. 

If  the  wall  exceeds  fifty-five  feet  in  length  its 
thickness  shall  be  as  follows  : — For  one  storey 
twenty  six  inches,  the  next  two  storeys  twcnty- 
two  inches,  the  next  storey  eighteen  inches,  and 
the  remainder  thirteen  and  a  half  inches. 

^Tto*     (&)  Where   the  wall  exceeds  seventy  feet 
bo  feet,  but  does  not  exceed  eighty  feet  in  height  its 
thickness  shall  be  as  follows  : — 
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If  the  wall  does  not  exceed  forty  feet  in 
length  its  thickness  shall  be  as  follows  : — For 
one  storey  twenty -two  inches,  the  next  two 
storeys  eighteen  inches,  the  remainder  thirteen 
and  a  half  inches. 

If  the  wall  exceeds  forty  feet  but  does  not 
exceed  sixty  feet  in  length  its  thickness  shall  be 
as  follows  : — For  two  storeys  twenty -two  inches, 
the  next  two  storeys  eighteen  inches,  and  the 
remainder  thirteen  and  a  half  inches. 

If  the  wall  exceeds  sixty  feet  in  length  its 
thickness  shall  be  as  follows  : —  For  one  storey 
twenty-six  inches,  the  next  two  storeys  twenty- 
two  inches,  the  next  two  storeys  eighteen  inches, 
and  the  remainder  thirteen  and  a  half  inches. 

Height    ^  Where  the  wall  exceeds  eighty  feet  but 
90  ?e*t.  does  not  exceed  ninety  feet  in  height  its  thick- 
ness shall  be  as  follows  : — 

If  the  wall  does  not  exceed  forty-five  feet 
in  length  ils  thickness  shall  be  as  follows  : — 
For  two  storeys  twenty -two  inches,  the  next  two 
storeys  eighteen  inches,  and  the  remainder 
thirteen  and  a  half  inches. 

If  the  wall  exceeds  forty-five  feet  but  does 
not  exceed  seventy  feet  in  length,  its  thickness 
shall  be  as  follows  : — For  one  storey  twenty -six 
inches,  the  next  two  storeys  tiventy-two  inches, 
the  next  two  storeys  eighteen  inches,  and  the 
remainder  thirteen  and  a  half  inches. 

If  the  wall  exceeds  seventy  feet  in  length  its 
thickness  shall  be  as  follows  : — For  one  storey 
thirty  inches,  the  next  two  storeys  ttventy-six 
inches,  the  next  storey  twenty -two  inches,  the 
following  two  storeys  eighteen  inches,  and  the 
remainder  thirteen  and  a  half  inches. 

Height     ^  Where  the  wall  exceeds  ninety  feet  but 
iooPfeet.does  not  exceed  one  hundred  feet  in  height  its 
thickness  shall  be  as  follows: — 
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If  the  wall  does  not  exceed  forty- five  feet  in 
length  its  thickness  shall  be  as  follows  : — E\)r 
two  storeys  twenty -two  inches,  the  next  three 
storeys  eighteen  inches,  and  the  remainder 
thirteen  and  a  half  inches. 

If  the  wall  exceeds  forty-five  feet  but  does 
not  exceed  eighty  feet  in  length  its  thickness 
shall  be  as  follows  : — For  two  storeys  twenty - 
six  inches,  the  next  two  storeys  twenty -two  inches, 
the  following  two  storeys  eighteen  inches,  and 
the  remainder  thii  teen  and  a  half  inches. 

If  the  wall  exceeds  eighty  feet  in  length  its 
thickness  shall  be  as  follows  • — For  the  height 
of  one  storey  thirty  inches  thick,  for  the  next 
two  storeys  twenty -six  inches,  the  following  two 
storeys  twenty-two  inches,  the  next  two  storeys 
eighteen  inches,  and  the  remainder  thirteen  and 
a  half  inches. 

(j)  If  any  storey  exceeds  in  height  sixteen 
times  the  thickness  prescribed  for  its  walls, 
the  thickness  of  each  external  wall  and  of  each 
party  wall  throughout  that  storey  shall  be 
increased  to  one-sixteenth  part  of  the  height  of 
the  storey,  and  the  thickness  of  each  external 
wall  and  of  each  party  wall  below  that  storey 
shall  be  proportionately  increased,  but  any 
such  additional  thickness  may  be  confined  to 
piers  properly  distributed,  of  which  the 
collective  widths  amount  to  one  fourth  part  of 
the  length  of  the  wall. 

(7c)  Every  external  wall  and  every  party 
wall  of  any  storey  which  exceeds  ten  feet  in 
height  shall  be  not  less  than  thirteen-an  l-a-half 
inches  in  thickness. 


24. — Every  person  who  shall  erect  a  new  public 
building  or  a  new  building  of  the  warehouse  class 
shall  construct  every  external  wall  and  every  party 
wall   of  such  building   in  accordance  with  the 
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following  rules* ;  and  in  every  case  the  thickness 
prescribed  shall  be  the  minimum  thickness  of  which 
any  such  wall  may  be  constructed,  and  the  several 
rules  shall  apply  only  to  walls  built  of  good  bricks, 
not  less  than  eight-and-a-half  inches  long,  or  of  suitable 
stone  or  other  blocks  of  hard  and  incombustible 
substance,  the  beds  or  courses  being  horizontal. 

Height     fa^  Where  the  wall  does  not  exceed  twenty- 
25  ieet.five  feet  in  height  (whatever  is  its  length)  it 
shall  be  thirteen  and  a  half  inches  thick  at  its  base. 

^to*     ^)  Where  the  wall  exceeds  twenty- five  feet 
30  feet,  but  does  not  exceed  thirty  feet  in  height  it 
shall  be  at  its  base  of  the  thickness  following : 

If  the  wall  does  not  exceed  forty-five  feet  in 
length  it  shall  be  thirteen  and  a  half  inches 
thick  at  its  base. 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  eighteen  inches  thick  at  its  base. 

^eisht     (<?.)  Where  the  wall  exceeds  thirty  feet  but 
4oPfeet.  does  not  exceed  forty  feet  in  height  it  shall  be 
at  its  base  of  the  thickness  following : 

If  the  wall  does  not  exceed  thirty-five  feet 
in  length  it  shall  be  thirteen  and  a  half  inches 
thick  at  its  base  : 

If  the  wall  exceeds  thirty -five  feet  but  does 
not  exceed  forty-five  feet  in  length  it  shall  be 
eighteen  inches  thick  at  its  base : 

If  the  wall  exceeds  forty -five  feet  in  length 
it  shall  be  twenty -two  inches  thick  at  its  base. 

height     frf}  Where  the  wall  exceeds  forty  feet  but 
5oPfeet.  does  not  exceed  fifty  feet  in  height  it  shall  be 
at  its  base  of  the  thickness  following : — 

If  the  wall  does  not  exceed  thirty  feet  in 
length  it  shall  be  eighteen  inches  thick  at  its 
base : 


*  For  Tabulated  Schedule  as  to  Thickness  of  Walls,  see  page  66. 
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If  the  wall  exceeds  thirty  feet  but  does  not 
exceed  forty-five  feet  in  length  it  shall  be 
twenty-two  inches  thick  at  its  base : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  twenty-six  inches  thick  at  its  base. 

height  Where  the  wall  exceeds  fifty  feet  but 

€oPfeet.  does  not  exceed  sixty  feet  in  height  it  shall  be 
at  its  base  of  the  thickness  following : — 

If  the  wall  does  not  exceed  forty -five  feet  in 
length  it  shall  be  twenty-two  inches  thick  at  its 
base  : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  twenty -six  inches  thick  at  its  base. 

Height     ( y )  Where  the  wall  exceeds  sixty  feet  but 
7oPfeet.  does  not  exceed  seventy  feet  in  height  it  shall 
be  at  its  base  of  the  thickness  following  : — 

If  the  wall  does  not  exceed  forty -five  feet  in 
length  it  shall  be  twenty-two  inches  thick  at  its 
base  : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  increased  in  thickness  from  the  base 
up  to  within  sixteen  feet  from  the  top  of  the 
wall  by  four  and  a  half  inches  (subject  to  the 
provision  hereinafter  contained  respecting 
distribution  in  piers). 

^to*  Where   the  wall   exceeds  seventy  feet 

80Pfeet.  but  does  not  exceed  eighty  feet  in  height  it  shall 
be  at  its  base  of  the  thickness  following: — 

If  the  wall  does  not  exceed  forty-five  feet  in 
length  it  shall  be  twenty-two  inches  thick  at  its 
base : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  increased  in  thickness  from  the  base 
up  to  within  sixteen  feet  from  the  top  of  the 
wall  by  four  and  a  half  inches  (subject  to  the 
provision  hereinafter  contained  respecting 
distribution  in  piers). 
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height     (/^  Where  the  wall  exceeds  eighty  feet  but 
9oPfeet.  does  not  exceed  ninety  feet  in  height  it  shall 
be  at  its  base  of  the  thickness  following : — 

If  the  wall  does  not  exceed  forty -five  feet  in 
length  it  shall  be  tiventy-six  inches  thick  at  its 
base : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  increased  in  thickness  from  the  base 
up  to  within  sixteen  feet  from  the  top  of  the 
wall  by  four  and  a  half  inches  (subject  to  the 
provision  hereinafter  contained  respecting 
distribution  in  piers). 

^f8to     W  Where  the  wall  exceeds  ninety  feet  but 
iooPfeet.does  not  exceed  one  hundred  feet  in  height  it 
shall  be  at  its  base  of  the  thickness  following: — ■ 

If  the  wall  does  not  exceed  forty -five  feet  in 
length  it  si) all  be  twenty -six  inches  thick  at  its 
base  : 

If  the  wall  exceeds  forty-five  feet  in  length 
it  shall  be  increased  in  thickness  from  the  base 
up  to  within  sixteen  feet  from  the  top  of  the 
wall  by  four  and  a  half  inches  (subject  to  the 
provision  hereinafter  contained  respecting 
distribution  in  piers). 

(y)  The  thickness  of  the  wall  at  the  top, 
and  for  sixteen  feet  below  the  top,  shall  be 
thirteen  and  a  half  inches,  and  the  intermediate 
parts  of  the  wall  between  the  base  and  sixteen 
feet  below  the  top  shall  be  built  sclid  through- 
out the  space  between  straight  lines  drawn  on 
each  side  of  the  wall  and  joining  the  thickness 
at  the  base  to  the  thickness  at  sixteen  feet 
below  the  top.  Nevertheless,  in  walls  not 
exceeding  thirty  feet  in  height  the  walls  of  the 
topmost  storey  may  be  nine  inches  thick,  pro- 
vided the  height  of  that  storey  does  not  exceed 
ten  feet. 
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(k)  If  any  storey  exceeds  in  height  fourteen 
{imes  the  thickness  prescribed  for  its  walls  the 
thickness  of  each  external  wall  and  to  each 
party  wall  throughout  that  storey  shall  be 
increased  to  one  fourteenth  part  of  the  height 
of  the  storey,  and  the  thickness  of  each  ex- 
ternal wall  and  of  each  party  wall  below  that 
storey  shall  be  proportionately  increased  (sub- 
ject to  the  provision  hereinafter  contained 
respecting  distribution  in  piers). 

(7)  Every  external  wall  and  every  party 
wall  of  any  storey  which  exceeds  ten  feet  in 
height  shall  be  not  less  than  thirteen  and  a  half 
inches  in  thickness. 

(m)  Where  by  any  of  the  foregoing  rules 
relating  to  the  thickness  of  external  walls 
and  party  walls  of  public  buildings  or  buildings 
of  the  warehouse  class,  an  increase  of  thick- 
ness is  required  in  the  case  of  a  wall  exceeding 
sixty  feet  in  height  and  forty -five  feet  in  length, 
or  in  the  case  of  a  storey  exceeding  in  height 
fourteen  times  the  thickness  prescribed  for  its 
walls,  or  in  the  case  of  a  wall  below  that 
storey,  the  increased  thickness  may  be  confined 
to  piers  properly  distributed,  of  which  the 
collective  widths  amount  to  one-fourth  part  of 
the  length  of  the  wall.  The  width  of  the  piers 
may  nevertheless  be  reduced  if  the  projection 
is  proportionately  increased,  the  horizontal 
sectional  area  not  being  diminished ;  but  the 
projection  of  any  such  pier  shall  in  no  case 
exceed  one  third  of  its  width. 

25.- — Every  cross  wall  which,  in  pursuance  of  the 
bye-law  in  that  behalf,  may,  as  a  return  wall,  be 
deemed  a  means  of  determining  the  length  of  any 
external  wall  or  party  wall,  shall  be  constructed  in 
accordance  with  the  following  rules ;  and  in  every 
case  the  thickness  prescribed  shall  be  the  minimum 
thickness  of  which  any  such  wall  maybe  constructed; 
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and  the  several  rules  shall  apply  only  to  walls  built  of 
good  bricks,  not  less  than  eight-and-a-half  inches  long, 
or  of  suitable  stone  or  other  blocks  of  hard  and 
incombustible  substance,  the  beds  or  courses  being 
horizontal  : — 

The  thickness  of  every  such  cross  wall  shall  be 
at  least  two  thirds  of  the  thickness  prescribed  by 
the  schedule  in  that  behalf  for  an  external  wall  or 
party  wall  of  the  same  height  and  length  and 
belonging  to  the  same  class  of  building  as  that 
to  which  such  cross  wall  belongs,  but  shall  in  no 
case  be  less  than  eight- andma-half  inches : — 

But  if  such  cross  wall  supports  a  superincumbent 
external  wall  the  whole  of  such  cross  wall  shall  be 
of  the  thickness  prescribed  by  the  bye-law  in  that 
behalf  for  an  external  wall  or  a  party  wall  of  the 
same  height  and  length  and  belonging  to  the  same 
class  of  building  as  that  to  which  such  cross  wall 
belongs. 

26. — Every  external  wall,  party  wall,  or  cross 
wall  constructed  of  any  material  other  than  bricks 
not  less  than  eight-and-a-half  inches  long,  or  suitable 
stone  or  other  blocks  of  hard  and  incombustible 
substance,  the  beds  or  courses  being  horizontal,  shall 
comply  with  the  following  rule  with  respect  to  the 
thickness  of  such  wall:  — 

(a)  Where  a  wall  is  built  of  stone,  or  chinches  of 
bricks,  or  other  burnt  or  vitrified  material,  the  beds 
or  courses  not  being  horizontal,  or  of  concrete,  its 
thickness  shall  be  one-third  greater  than  that  prescri- 
bed by  the  bye-law  in  that  behalf  for  a  wall  built  of 
bricks,  but  in  other  respects  of  the  same  description, 
height,  and  length,  and  belonging  to  the  same  class 
of  building: 

(b)  A  wall  built  of  other  suitable  material  shall 
be  deemed  to  be  of  sufficient  thickness  if  constructed 
of  the  thickness  prescribed  by  the  bye-law  in  that 
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behalf  for  a  wall  built  of  bricks,  but  in  other  respects 
of  the  same  description,  height,  and  length,  and 
belonging  to  the  same  class  of  building. 

27.  — Every  building  having  in  any  storey  or 
storeys  an  extent  of  opening  in  any  external  wall 
which  shall  be  greater  than  one  half  of  the  whole 
extent  of  the  vertical  face  or  elevation  of  the  wall  or 
walls  of  the  storey  or  storeys  in  which  the  opening 
is  left  shall  have  — 

(a)  Sufficient  piers  of  brick- work  or  other  sufficient 
supports  of  incombustible  material  so  disposed  as  to 
carry  the  superstructure  ;  and 

(b)  A  sufficient  pier  or  piers  or  other  sufficient 
supports  of  that  description  at  the  corner  or  angle 
of  any  street  on  which  the  building  abuts  ;  or 

(c)  Such  a  pier  or  other  support  in  each  wall 
within  three  feet  of  the  corner  or  angle  of  the  street. 

28.  — In  buildings  of  the  warehouse  class  every 
framework  of  wood  surrounding  any  door  or  window 
opening  in  any  storey  for  the  reception  or  delivery 
of  goods,  shall  be  fixed  at  a  distance  of  not  less  than 
one  inch  and  a  half  from  the  face  of  any  external  wall. 

Subject  to  the  foregoing  provision,  all  wood- 
work in  any  external  wall  of  a  building  (except 
any  bressummer,  or  any  storey  post  under  a  brcssum- 
mer,  and  any  frame  of  a  door  or  window  of  a  shop) 
shall  be  set  back  in  reveals  four  inches  at  least  from 
the  outer  face  of  such  wall. 

29.  — Every  person  who  shall  erect  a  new  public 
building,  a  new  building  of  the  warehouse  class  or  a 
new  domestic  building  which  maybe  intended  to  be 
used  wholly  or  partly  as  a  shop  or  a  place  of  habitual 
employment  for  any  person  in  any  manufacture, 
trade  or  business,  or  which  may  be  intended  to  be 
used  exclusively  as  a  dwelling  house,  and  may  exceed 
thirty  feet  in  height,  shall  cause  such  part  of  any 
external  wall  of  such  building  as  is  within  a  distance 
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<of  fifteen  feet  from  any  other  building  to  be  carried 
rip  so  as  to  form  a  parapet  one  foot  at  least  above 
the  highest  part  of  any  roof  or  gutter  which  adjoins 
such  part  of  such  external  wall,  and  shall  cause  the 
thickness  of  the  parapet  so  carried  up  to  be  at  least 
■eight-and-a-half  inches  throughout. 

30. — Every  party  wall  shall  be  carried  up  eight- 
and-a-half  inches,  at  the  least,  in  thickness  : — 

(i.)  Above  the  roof,  flat,  or  gutter  of  the  highest 
building  adjoining  thereto  to  such  height  as  will 
give,  in  the  case  of  a  building  of  the  warehouse  class 
or  of  a  public  building,  a  distance  of  at  least  three 
feet,  and  in  the  case  of  any  other  building  a  distance 
of  at  least  fifteen  inches,  measured  at  right  angles 
to  the  slope  of  the  roof,  or  above  the  highest  part 
of  any  flat  or  gutter,  as  the  case  may  be  : 
> 

(ii.)  Above  any  turret,  dormer,  lantern-light,  or 
other  erection  of  combustible  materials  fixed  on  the 
roof  or  flat  of  any  building  within  four  feet  from 
the  party  wall,  and  so  as  to  extend  at  least  twelve 
inches  higher  and  wider  on  each  side  than  such 
erection : 

(iii.)  To  a  height  of  twelve  inches  at  the  least 
above  such  part  of  any  roof  as  is  opposite  to  and 
within  four  feet  from  the  party  wall. 

In  every  case  where  the  eaves  of  the  roof  project 
beyond  the  face  of  the  building,  every  party  wall 
shall  be  properly  corbelled  out,  in  brickwork  or 
stone  work,  to  the  full  extent  of  such  projection, 
and  carried  up  above  the  projecting  eaves,  eight- 
and-a-half  inches,  at  the  least,  in  thickness,  to  such 
height  as  will  give,  in  the  case  of  a  building  of  the 
warehouse  class  or  of  a  public  building,  a  distance 
of  at  least  three  feet,  and  in  the  case  of  any  other 
building  a  distance  of  at  least  fifteen  meto,measured 
at  right  angles  to  the  slope  of  the  roof. 
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31.  — Every  wall  when  carried  up  above  any 
roof,  flat,  or  gutter,  so  as  form  a  parapet,  shall  be 
properly  coped  or  otherwise  protected,  in  order  to 
prevent  water  from  running  down  the  sides  of  such 
parapet,  or  soaking  into  any  wall. 

32.  — No  opening  shall  be  left  in  any  party  wall. 

33.  — No  recess  shall  be  made  in  any  external  or 
party  wall : — 

(a)  Unless  the  back  of  such  recess  be  at  the  least 
eight  and  a  half  inches  thick  : 

(b)  Unless  a  sufficient  arch  be  turned  in  every 
storey  over  every  such  recess: 

(c)  Unless  in  each  storey  the  aggregate  extent  of 
recesses  having  backs  of  less  thickness  than  the 
thickness  prescribed  by  any  bye-law  in  that  behalf 
for  the  wall  in  which  such  recesses  are  made  do  not 
exceed  one  half  of  the  extent  of  the  vertical  super- 
ficies of  such  wall : 

(d)  Unless  the  side  of  any  such  recess  nearest  to 
the  inner  face  of  any  return  external  wall  is  distant 
at  least  thirteen  and  a  half  inches  therefrom. 

34.  — No  chase  shall  be  made  in  any  wall  which 
shall  be  wider  than  fourteen  inches  or  more  than  four 
and  a  half  inches  deep  from  the  face  of  such  wall, 
or  shall  leave  less  than  eight  and  a  half  inches  in 
thickness  at  the  back  or  opposite  side  thereof,  or 
which  shall  be  within  thirteen  and  a  half  inches  from 
any  other  chase  or  within  seven  feet  from  any  other 
chase  on  the  same  side  of  such  wall,  or  within 
thirteen  and  a  half  inches  from  any  return  wall. 

35.  — No  timber,  bond,  plate,  block,  brick,  or 
plug  of  wood  shall  be  placed  in  any  party  wall. 

33. — The  end  of  any  bressummer,  beam,  or  joist 
shall  not  be  placed  within  four  and  a  half  inches 
from  the  centre  line  of  any  party  wall. 
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37.  — Every  girder  shall  be  borne  by  a  sufficient 
template  of  stone,  iron,  terra-cotta,  or  vitrified  stone- 
ware of  the  full  breadth  of  the  girder. 

38.  — Every  bressummer  shall  have  a  bearing  in 
the  direction  of  its  length  of  four  inches  at  least  at 
each  end,  on  a  sufficient  pier  of  brick  or  stone,  or 
on  a  storey  post  of  timber  or  iron  fixed  on  a  solid 
foundation,  in  addition  to  its  bearing  on  any  party 
wall ;  and 

Shall  also,  if  necessary,  have  such  other  storey 
posts,  iron  columns,  stanchions,  or  piers  of  brick  or 
stone,  on  a  solid  foundation  under  the  same,  as  may 
be  sufficient  to  carry  the  superstructure. 

39.  -  -The  open  space  inside  any  partition  wall,  or 
between  the  joists  in  any  wall  shall  be  filled  in  with 
brickwork  or  other  incombustible  material. 


40.  — Except  in  such  case  as  is  hereinafter  provided 
every  chimney  shall  be  built  on  solid  foundations 
and  with  footings  similar  to  the  footings  of  the  wall 
against  which  such  chimney  is  built,  and  shall  be 
properly  bonded  into  such  wall : 

Provided,  nevertheless,  that  any  chimney  may  be 
built  on  sufficient  corbels  of  brick,  stone,  or  other 
hard  and  incombustible  materials,  if  the  work  so 
corbelled  out  does  not  project  from  the  wall  more 
than  the  thickness  of  the  wall  measured  imme- 
diately below  the  corbel. 

41.  — The  inside  of  every  flue  shall  be  properly 
rendered  or  pargeted  as  such  flue  is  carried  up, 
unless  the  whole  flue  shall  be  lined  with  fireproof 
piping  of  stoneware  at  least  one  inch  thick,  and 
unless  the  spandril  angles  shall  be  filled  in  solid 
with  brickwork  or  other  incombustible  material. 

The  back  or  outside  of  such  flue,  not  constructed 
so  as  to  form  part  of  the  outer  face  of  an  external 
wall,  shall  be  properly  rendered  in  every  case  where 
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the  brickwork  of  which  such  back  or  outside  may  be 
constructed  is  less  than  eight  and  a  half  inches  thick. 

42.  — Every  flue  intended  for  use  in  connexion 
with  any  furnace,  cockle,  steam  boiler,  or  close  fire, 
constructed  for  any  purpose  of  trade,  business,  or 
manufacture,  or  intended  for  use  in  connexion  with 
any  cooking  range  or  cooking  apparatus  when  the 
building  is  occupied  as  a  hotel,  tavern,  or  eating 
house,  shall  be  surrounded  with  brickwork  at  least 
eight  and  a  half  inches  thick  for  a  distance  of  ten  feet 
at  the  least  in  height  from  the  floor  on  which  such 
furnace,  cockle,  steam  boiler,  close  fire,  cooking 
range,  or  cooking  apparatus  may  be  constructed  or 
placed. 

43.  — A  sufficient  arch  of  brick  or  stone  or  a  suffi- 
cient bar  of  wrought  iron  shall  be  built  over  the 
opening  of  every  chimney  to  support  the  breast  of 
such  chimney  ;  and  if  the  breast  projects  more  than 
four  and  a  half  inches  from  the  face  of  the  wall,  and 
the  jamb  on  either  side  is  of  less  width  than  thirteen 
and  2  half  inches  the  abutments  shall  be  tied  in  by 
a  bar  or  bars  of  wrought  iron  of  sufficient  strength, 
eighteen  inches  longer  than  the  opening,  turned  up 
and  down  at  the  ends,  and  built  into  the  jambs  on 
each  side. 

44.  — The  jambs  of  every  chimney  shall  be  at 
least  eight  and  a  half  inches  wide  on  each  side  of  the 
opening  of  such  chimney. 

45.  — The  breast  of  every  chimney  and  the  brick- 
work or  stonework  surrounding  every  smoke  flue 
and  every  copper  flue  shall  be  at  least  four  and  a 
half  inches  in  thickness. 

46.  — The  back  of  every  chimney  opening  in  a 
party  wall  of  any  room  constructed  for  occupation  as 
a  kitchen  shall  be  at  least  eight  and  a  half  inches 
thick  to  the  height  of  at  least  six  feet  above  such 
chimney  opening,  and  such  thickness  shall  be  con- 
tinued at  the  back  of  the  flue. 


30 


The  back  of  every  other  chimney  opening  from 
the  hearth  up  to  the  height  of  twelve  inches  above 
such  opening  shall  be  at  least  four  and  half  inches 
thick  if  such  opening  be  in  an  external  wall,  and 
eight  and  a  half  inches  thick  if  such  opening  be  else- 
where than  in  an  external  wall. 

47.  — The  upper  side  of  every  flue  when  the 
course  of  such  flue  makes  with  the  horizon  an  angle 
of  less  than  forty-five  degrees,  shall  be  at  least  eight 
and  a  half  inches  in  thickness. 

48.  — Every  arch,  upon  which  any  flue  is  carried, 
shall  be  constructed  so  that  such  arch  shall  be  effec- 
tually supported  by  means  of  a  bar  or  bars  of  wrought 
iron  of  adequate  strength. 

Every  such  bar,  to  the  extent  of  nine  inches,  shall 
be  securely  built  or  pinned  into  the  wall  at  each 
end  thereof. 

P^or  every  nine  inches  of  the  width  of  the  soffit  of 
such  arch,  one,  at  the  least,  of  such  bars  shall  be 
provided  as  a  means  of  support  for  such  arch. 

49.  — Every  chimney  shaft  or  smoke  flue  shall  be 
carried  up  in  brickwork  or  stonework  all  round  at 
least  four  and  a  half  inches  thick  to  a  height  of  not 
less  than  three  feet  above  the  roof,  flat,  or  gutter 
adjoining  thereto,  measured  at  the  highest  point  in 
the  line  of  junction  with  such  roof,  flat,  or  gutter. 

50.  — No  brickwork  or  stonework  of  any  chimney 
shaft  other  than  a  chimney  shaft  of  the  furnace  of 
any  steam  engine,  brewery,  distillery,  or  manufactory 
shall  be  built  higher  above  the  roof,  flat,  or  gutter 
adjoining  such  chimney  shaft,  measured  from  the 
highest  point  in  the  line  of  junction  with  such  roof, 
flat,  or  gutter,  than  a  height  equal  to  six  times  the  least 
width  of  such  chimney  shaft  at  the  level  of  such 
highest  point,  unless  such  chimney  shaft  shall  be 
built  with  and  bonded  to  another  chimney  shaft 


31 


not  in  the  same  line  with  such  first-mentioned 
chimney  shaft,  or  shall  be  otherwise  made  secure. 


51.  — No  iron  holdfast  or  other  metal  fastening- 
shall  be  fixed  nearer  than  two  inches  to  the  inside 
of  any  flue  or  chimney  opening. 

52.  — No  timber  or  woodwork  shall  be  placed: — - 

(a)  In  any  wall  or  chimney  breast  nearer  than 
nine  inches  to  the  inside  of  any  flue  or  chimney 
opening : 

(b)  Under  any  chimney  opening  within  fifteen 
inches  from  the  upper  surface  of  the  hearth  thereof. 

No  wooden  plug  shall  be  driven  into  any  wall  or 
chimney  breast  nearer  than  six  inches  to  the  inside 
of  any  flue  or  chimney  opening. 

53.  — The  face  of  the  brickwork  or  stonework 
about  any  flue  or  chimney  opening  of  such  building, 
where  such  face  is  at  a  distance  of  less  than  two 
inches  from  any  timber  or  woodwork,  and  where  the 
substance  of  such  brickwork  or  stonework  is  less 
than  eight  and  a  half  inches  thick,  to  be  properly 
rendered. 

54.  —  yo  chimney  or  flue  shall  be  constructed  so 
as  to  make  or  leave  in  such  chimney  or  flue  any 
opening  for  the  insertion  of  any  ventilating  valve, 
or  for  any  other  purpose,  unless  such  opening  be  at 
least  nine  inches  distant  from  any  timber  or  other 
combustible  substance. 

55.  — No  pipe  for  the  purpose  of  conveying  smoke 
or  other  products  of  combustion,  shall  be  fixed  at 
a  less  distance  than  nine  incites  at  the  least  from  any 
combustible  substance. 

56.  — Kvery  chimney  shaft  for  the  furnace  of  a 
steam  boiler,  brewery,  distillery,  or  manufactory, 
shall  be  carried  up  throughout  in  brickwork  and 
mortar,  or  cement  of  the  best  quality. 
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The  width,  measured  externally,  of  a  furnace 
•chimney-shaft  at  the  base,  or  at  that  portion 
immediately  above  the  footings,  if  square  on  plan, 
shall  be  at  least  one-tenth  of  the  total  height  of  the 
shaft. 

If  octagonal  on  plan,  at  least  one-eleventh  of 
the  total  height  of  the  shaft,  and, 

If  circular  on  plan,  at  least  one-twelfth  of  the 
total  height  of  the  shaft. 

Every  furnace  chimney-shaft  shall  have  a  batter 
of  two  inches  and  a  half  at  least  in  every  ten  feet  of 
height. 

The  brickwork  shall  be  at  least  eight  and  a  half 
inches  thick  at  the  top  of  the  shaft,  and  for  twenty 
feet  below,  and  shall  be  increased  at  least  four  and  a 
half  inches  in  thickness  for  every  twenty  feet  of 
additional  height  measured  downwards. 

The  base  of  the  shaft  shall  be  solid  to  the  top  of 
the  footings,  and  the  footings  shall  spread  equally 
all  round  the  base  by  regular  off  setts,  to  a  projection 
equal  to  the  thickness  of  the  enclosing  brickwork  at 
the  base. 

No  portion  of  the  enclosures  of  a  furnace  chimney- 
shaft  shall  be  constructed  of  fire  brick ;  and  any- 
fire-brick  lining  to  be  used  must  be  in  addition  to 
the  thickness  of  and  independent  of  the  brickwork. 

Every  cap,  cornice,  pedestal,  string  course,  or 
other  variation  from  plain  brick- work,  shall  be  in 
addition  to  the  thickness  of  brick-work  prescribed 
by  the  foregoing  rules,  but  no  cornice  shall  project 
more  than  the  thickness  of  the  brick- work  at  the  top 
of  the  shaft. 

No  iron  cap  to  a  shaft  shall  be  less  than  one  inch 
in  thickness,  and  every  iron  cap  must  be  held  down 
by  iron  bolts  let  into  the  brick-work.  The  cap 
must  either  be  in  one  casting,  or  the  parts  must  be 
bolted  together. 
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Every  furnace  chimney  shall  be  built  upon  a 
sufficient  bed  of  concrete. 

57. — The  flat  and  roof,  and  every  turret,  dormer, 
lantern-light,  skylight,  or  other  erection  placed  on 
the  flat  or  roof  shall  be  externally  covered  with 
slates,  tiles,  metal,  or  other  incombustible  materials, 
except  as  regards  any  door,  door  frame,  window  or 
window  frame  of  any  such  turret,  dormer,  lantern- 
light,  skylight,  or  other  erection. 

Every  gutter,  shoot,  or  trough  in  connection  with 
the  roof  shall  be  constructed  of  incombustible 
materials. 


With  respect  to    the   roofs   and  the  structure  of  the 
floors  of  new  buildings. 

ROOFS. 

58. — Every  person  who  shall  erect  a  new  building 
shall,  as  regards  the  construction  of  the  roof  of  such 
building,  comply  with  such  of  the  following  rules  as 
may  be  applicable  to  such  building ;  that  is  to  say : — 

Common  Rafters. 

(i.)  He  shall  in  the  construction  of  the  roof  of 
a  domestic  building,  public  building,  or  building 
of  the  warehouse  class,  cause  every  common  rafter 
to  be  of  not  less  than  the  size  and  strength 
following : — 

[a.)  If  the  rafter  does  not  exceed  seven-and-  Length 
a-half  feet  in  clear  bearing,  it  shall  be  four  inches  up  t0  7^ft- 
in  depth  and  two  inches  in  thickness  : 

(}.)  If  the  rafter  exceeds  seven-and-a-half   7i  to  9ft. 
feet  and  does  not  exceed  nine  feet  in  clear 
bearing,  it  shall  be  five  inches  in  depth  and 
two  inches  in  thickness. 
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Purlins. 

(ii.)  He  shall  in  the  construction  of  the  roof  of 
a  domestic  building,  public  building,  or  building 
of  the  warehouse  class,  cause  every  purlin  to  be 
of  not  less  than  the  size  and  strength  following : — • 

7ft.  ein.  (^a.)  If  the  purlins  do  not  exceed  seven-and- 
a-half  feet  in  clear  bearing,  and  are  not  more 
than  nine  feet  apart,  each  purlin  shall  be  seven 
inches  in  depth  and  two  inches  in  thickness. 

(b.)  If  the  purlins  exceed  seven  feet  six  inches 
and  do  not  exceed  eight  feet  four  inches  in  clear 
bearing,  and  are  not  more  than  nine  feet  apart, 
each  purlin  shall  be  seven  inches  in  depth  and 
three  inches  in  thickness : 

(c.)  If  the  purlins  exceed  eight  feet  four 
inches  and  do  not  exceed  ten  feet  four  inches 
in  clear  bearing,  and  are  not  more  than  nine 
feet  part,  each  purlin  shall  be  nine  inches  in 
depth  and  three  inches  in  thickness  : 

10ft.  4in.  (d.)  If  the  purlins  exceed  ten  feet  four  inches 
10{,to,     and  do  not  exceed  twelve  feet  four  inches  in 

12ft.  4m.  ,  . 

clear  bearing,  and  are  not  more  than  six  feet 
apart,  each  purlin  shall  be  eight  inches  in  depth 
and  six  inches  in  thickness,  or  if  more  than  bix 
feet  and  not  more  than  seven-and-a-half  feet 
apart,  each  purlin  shall  be  eight-and-a-half 
inches  in  depth  and  six  inches  in  thickness,  or 
if  more  than  seven-and-a-half  feet  and  not 
more  than  nine  feet  apart,  each  purlin  shall 
be  nine  inches  in  depth  and  six  inches  in 
thickness,  or  such  purlins  may  be  formed  by 
deals  nine  inches  deep  and  three  inches  thick, 
bolted  together. 

(e.)  If  the  purlins  exceed  twelve  feet  four 
inches  and  do  not  exceed  fourteen  feet  four 
inches  in  clear  bearing,  and  are  not  more  than 
six  feet  apart,  each  purlin  shall  be  nine  inches 
in  depth  and  six  inches  in  thickness,  or  if  more 


7ft.  Cm. 

to 

8ft.  4in. 


8ft.  4in. 
to 

10ft.  4in. 


12ft.  4in. 
to 

14ft.  4in. 
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than  six  feet  and  not  more  than  seven-and-a- 
half  feet  apart,  each  purlin  shall  be  nine-and-a- 
half  inches  in  deptli  and  six  inches  in  thickness, 
or  if  more  than  seven-and-a-half  feet  and  not 
more  than  nine  feet  apart,  each  purlin  shall  be 
ten  inches  in  deptli  and  six  inches  in  thickness. 

If  the  purlins  exceed  fourteen  feet  four  uft.  4m 
inches  and  do  not  exceed  sixteen  feet  four  inches  16ftto4in 
in  clear  bearing,  and  are  not  more  than  six  feet 
apart,  each  purlin  shall  be  eleven  inches  in  depth 
and  six  inches  in  thickness,  or  if  more  than  six 
feet  and  not  more  than  seven-and-a-half  feet 
apart,  each  j^urlin  shall  be  eleven-and-a-half 
inches  in  depth  and  six  inches  in  thickness,  or 
if  more  than  seven-and-a-half  feet  and  not  more 
than  nine  feet  apart,  each  purlin  shall  be  twelve 
inches  in  depth  and  six  inches  in  thickness. 

In  either  of  the  above  cases  such  purlins  may 
be  formed  by  deals  eleven  inches  deep  and  three 
inches  thick,  bolted  together. 

(/.)  If  the  purlins  exceed  sixteen  feet  four  i6ft.  4in. 
inches  and  do  not  exceed  eighteen  feet  four  10,*°  . 

-,       &  18ft.  4in. 

inches  m  clear  bearing,  and  are  not  more  than 
six  feet  apart,  each  purlin  shall  be  eleven  inches 
in  depth  and  seven  inches  in  thickness,  or  if 
more  than  six  feet  and  not  more  than  seven-and- 
a-half  feet  apart,  each  purlin  shall  be  eleven- 
and-a-half  inches  in  depth  and  seven  inches  in 
thickness,  or  if  more  than  seven-and-a-half  feet 
and  not  more  than  nine  feet  apart,  each 
purlin  shall  be  twelve  inches  in  depth  and 
seven  inches  in  thickness,  or  such  purlins  may 
be  formed  of  deals  eleven  inches  deep  and  four- 
and-a-half  inches  thick,  bolted  together. 


FLOORS. 

Domestic  Buildings. 

69. — Every  person  who  shall  erect  a  new  building 
shall,  as  regards  the  structure  of  every  floor  of  such 
D 
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building,  comply  with  such  of  the  following  rules  as 
may  be  applicable  to  such  building,  that  is  to  say  : — 

Joists. 

(i.)  He  shall,  in  the  construction  of  the  floor 
of  a  domestic  building,  cause  every  common 
bearing  joist  to  be  of  not  less  than  the  size  and 
strength  following  : — 

xuen^h  (a.)  If  the  joist  does  not  exceed  three  feet 
3ftP  4in.   four  inches  in  clear  bearing,  it  shall  be  three 

inches  in  depth  and  two-and-a-half  inches  in 

thickness. 

3ftto4in-  (b.)  If  the  joist  exceeds  three  feet  four  inches 
5ft.  4in.    and  does  not  exceed  five  feet  four  inches  in 

clear  bearing,  it  shall  be  four  inches  in  depth 

and  two  inches  in  thickness. 

5fttoin       (c'^  ^  excec^s  nve  fee^  f°UY  inches 

7ft.  4in.  and  does  not  exceed  seven  feet  four  inches  in 
clear  bearing,  it  shall  be  four-and-a-half  inches 
in  depth  and  two-and-a-half  inches  in  thickness. 

7ft.  4 in.  ^  jf  the  joist  exceeds  seven    feet  four 

9ft.  4in.  inches  and  does  not  exceed  nine  feet  four  inches 
in  clear  bearing,  it  shall  be  five  inches  in  depth 
and  two-and-a-half  inches  in  thickness. 

9ft.  4in.  (6m)  Jf  the  joist  exceeds  nine  feet  four  inches 
iift.°4in.  and  does  not  exceed  eleven  feet  four  inches  in 
clear  bearing,  it  shall  be  six  inches  in  depth 
and  two  and-a-half  inches  in  thickness,  and  one 
row  of  bridging  shall  be  inserted  between  each 
joist. 

lift.  4in.      (y  )  jf  the  joist  exceeds  eleven  feet  four 
i3ft. °4in.  inches  and  does  not  exceed  thirteen  feet  four 
inches  in  clear  bearing,  it  shall  be  seven  inches 
in  depth  and  two-and-a-half  inches  in  thickness, 
and  bridged  as  above. 

13ft.  4in.  if  the  joist  exceeds  thirteen  teet  four 

i4ft.°4in.  inches  and  does  not  exceed  fourteen  feet  four 
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inches  in  clear  bearing,  it  shall  be  seven  inches 
in  depth  and  three  inches  in  thickness,  and 
bridged  as  above. 

(h.)  If  the  joist  exceeds  fourteen  feet  four  Hft'o4in- 
inches  and  does  not  exceed  sixteen  feet  four  i6fi.  4in. 
inches  in  clear  bearing,  it  shall  be  eight  inches 
in  depth  and  three  inches  in  thickness,  and 
bridged  as  above. 

(Y)  If  the  joist  exceeds  sixteen  feet  four  i:ft.  4in. 
inches  and  does  not  exceed  eighteen  feet  four  18ftto4in 
inches  in  clear  bearing,  it  shall  be  nine  inches 
in  depth  and  three  inches  in  thickness,  and  two 
rows  of  bridging  shall  be  inserted  between  each 
joist : 

(/)  If  the  joist  exceeds  eighteen  feet  four  i8ft4in. 
inches  and  does  not  exceed  twenty  feet  four  20ft.  4in. 
inches  in  clear  bearing,  it  shall  be  ten  inches  in 
dejDth   and    three   inches  in  thickness,  with 
bridging  as  above : 

(k)  If  the  joist  exceeds  twenty  feet  four  2Cft.  4ia. 
inches  and  does  not  exceed  twenty-two  feet  four  ^^}°iin 
inches  in  clear  bearing,  it  shall  be  eleven  inches 
in  depth  and  three  inches  in  thickness,  with 
bridging  as  above. 

Trimming  and  Trimmer  Joists. 

(7)  A  trimmer  joist  shall  not  receive  more 
than  six  common  joists,  and  the  depth  and 
thickness  of  a  trimming  joist  receiving  a  trimmer 
at  not  more  than  three  feet  from  one  end,  and 
of  every  trimmer  joist  receiving  not  more  than 
six  common  joists  shall  be  one  inch  greater  than 
the  depth  and  thickness  hereinbefore  specified 
for  a  common  joist  of  the  same  bearing. 

Beams. 

(ii.)  He  shall  in  the  construction  of  the  floor  of 
a  domestic  building,  cause  every  beam  or  girder 
of  such  floor,  which  is  not  used  to  support  any 
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wall,  pier,  or  other  similar  structure,  to  be  of  not 
less  than  the  size  and  strength  following: — 

8  to  loft.  ^  jf  the  beam  exceeds  eight  feet,  and  does 
not  exceed  ten  feet  in  clear  bearing,  it  shall  be 
nine  inches  in  depth  and  six  inches  in  thickness. 

10  to  12ft.  ^  if  the  beam  exceeds  ten  feet,  and  does 
not  exceed  twelve  feet  in  clear  bearing,  it  shall 
be  eleven  inches  in  depth  and  six  inches  in 
thickness. 

12  to  Hft.  (c)  If  the  beam  exceeds  twelve  feet,  and  does 
not  exceed  fourteen  feet  in  clear  bearing,  it 
shall  be  eleven  inches  in  depth  and  nine  inches 
in  thickness. 

n  to  left.  (J)  If  the  beam  exceeds  fourteen  feet,  and 
does  not  exceed  sixteen  feet  in  clear  bearing,  it 
shall  be  thirteen  inches  in  depth  and  nine  inches 
in  thickness. 

In  the  last  two  instances  (c)  and  (d),  three 
planks  may  be  substituted,  each  eleven  inches 
deep  and  three  inches  wide  bolted  together. 

18  to  i8ft.  If  the  beam  exceeds  sixteen  feet,  and 

does  not  exceed  eighteen  feet  in  clear  bearing, 
it  shall  be  fourteen  inches  in  depth  and  ten 
inches  in  thickness. 

is  to  20ft.  (/)  If  the  beam  exceeds  eighteen  feet,  and 
does  not  exceed  twenty  feet  in  clear  bearing,  it 
shall  be  fifteen  inches  in  depth  and  eleven 
inches  in  thickness. 


Warehouse  Buildings. 
Joists. 

(iii.)  He  shall  in  the  construction  of  the  floor 
of  a  building  of  the  warehouse  class  cause  every 
common  bearing  joist  to  be  of  not  lees  than  the 
size  and  strength  following : — 
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(a.)  If  the  joist  does  not  exceed  three  feet  in  uL^8!jjj 
<clear  bearing,  it  shall  be  four-and-a-half  inches  up  0  0  * 
in  depth  and  three  inches  in  thickness : 

(b.)  If  the  joist  exceeds  three  feet,  and  does   3  to  4tL 
not  exceed  four  feet  in  clear  bearing,  it  shall  be 
six  inches  in  depth  and  two-and-a-half  inches 
in  thickness  : 

(c.)  If  the  joist  exceeds  four  feet,  and  does  4to5ft- 
not  exceed  live  feet  in  clear  bearing,  it  shall  be 
seven  inches  in  depth  and  two-and-a-half  inches 
in  thickness : 

(d.)  If  the  joist  exceeds  five  feet,  and  docs  5to6ft 
not  exceed  six  feet  in  clear  bearing,  it  shall  be 
seven  inches  in  depth  and  three   inches  in 
thickness  : 

(e.)  If  the  joist  exceeds  six  feet,  and  does   6  to  7ft. 
not  exceed  seven  feet  in  clear  bearing,  it  shall 
be  seven-and-a-half  inches  in  depth  and  three 
inches  in  thickness : 

(/.)  If  the  joist  exceeds  seven  feet,  and  does   7  to  8ft. 
not  exceed  eight  feet  in  clear  bearing,  it  shall 
be  eight  inches  in  depth  and  three  inches  in 
thickness  : 

(g.)  If  the  joist  exceeds  eight  feet,  and  does  stoioft. 
not  exceed  ten  feet  in  clear  bearing,  it  shall  be 
nine   inches   in    depth  and  three  inches  in 
thickness : 


(h)  If  the  joist  exceeds  ten  feet,  and  does  iotoi2ft. 
exceed  twelve  feet  in  clear  bearing,  it  shall  be 
ten  inches   in    depth    and   three   inches  in 
thickness : 

(e.)  If  the  joist  exceeds  twelve  feet,  and  docs  12  to  141>L 
not  exceed  fourteen  feet  in  clear  bearing,  it 
shall  be  eleven  inches  in  depth  and  three  inches 
in  thickness  : 


(/.)  If  the  joist  exceeds  fourteen  feet,  and  14  to 


16  ft. 
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does  not  exceed  sixteen  feet  in  clear  bearing,  it 
shall  be  twelve  inches  in  depth  and  three  inches 
in  thickness : 

is  to  isft.  (fcm)  if  the  joist  exceeds  sixteen  feet,  and 
does  not  exeeed  eighteen  feet  in  clear  bearing, 
it  shall  be  nine  inches  in  depth  and  six  inches 
in  thickness  : 

is  to  20ft.  (7.)  If  the  joist  exceeds  eighteen  feet,  and 
does  not  exceed  twenty  feet  in  clear  bearing,  it 
shall  be  eleven  inches  in  depth  and  four-and-a- 
half  inches  in  thickness. 

Trimming  and  Trimmer  Joists. 

(m.)  A  trimmer  joist  shall  not  receive  more 
than  six  common  joists,  and  the  depth  and 
thickness  of  a  trimming  joist  receiving  a 
trimmer  at  not  more  than  three  feet  from  one 
end  shall  be  one-inch-and-a-half  greater  than 
the  depth  and  thickness  hereinbefore  specified 
for  a  common  joist  of  the  same  bearing ;  and 
the  depth  and  thickness  of  a  trimmer  joist 
receiving  not  more  than  six  common  joists, 
shall,  for  every  such  joist,  be  increased  by  one- 
quarter  of  an  inch  additional  to  the  depth  and 
thickness  hereinbefore  specified  for  a  common 
joist  of  the  same  bearing. 

Beams. 

(iv.)  He  shall  in  the  construction  of  the  floor 
of  a  building  of  the  warehouse  class,  cause 
every  beam  or  girder  of  such  floor  which  is  not 
used  to  support  any  wall,  pier,  or  other  similar 
structure,  to  be  of  not  less  than  the  size  and 
strength  following : — 

8  to  left  If  the  beam  exceeds  eight  feet,  and  does 

not  exceed  ten  feet  in  clear  bearing,  it  shall  be 
twelve  inches  in  depth  and  eleven  inches  in 
thickness : 
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If  the  beam  exceeds  ten  feet,  and  does  10  to  12ft- 
not  exceed  twelve  feet  in  clear  hearing",  it  shall  he 
thirteen  inches  in  depth  and  twelve  inches  in 
thickness : 

(c.)  If  the  beam  exceeds  twelve  feet,  and  does  12  to  14fL 
not  exceed  fourteen  feet  in  clear  bearing,  it  shall 
be  fourteen  inches  in  depth  and  thirteen  inches 
in  thickness  : 

(d.)  If  the  beam  exceeds  fourteen  feet,  and  14  to  16ft* 
does  not  exceed  sixteen  feet  in  clear  bearing,  it 
shall  be  fifteen  inches  in  depth  and  fourteen 
inches  in  thickness : 

(e. )  If  the  beam  exceeds  sixteen  feet,  and  does  16  to  l8ft* 
not  exceed  eighteen  feet  in  clear  bearing,  it  shall 
be  eighteen  inches  in  depth  and  fifteen  inches 
in  thickness  : 

(/.)  If  the  beam  exceeds  eighteen  feet,  and  18  to  20ft. 
does  not  exceed  twenty  feet  in  clear  bearing,  it 
shall  be  twenty-four  inches  in  depth  and  fifteen 
inches  in  thickness : 

Public  Buildings. 

(v.)  He  shall,  in  the  construction  of  every 
floor  of  a  public  building,  not  being  a  floor  in  a 
small  room  intended  to  be  used  for  private 
purposes,  or  of  an  ante-room,  cause  every 
bearing  joist  and  every  beam  or  girder  of  such 
floor  which  is  not  used  to  support  any  wall, 
pier,  or  other  similar  structure,  to  be  of  a 
sufficient  and  proper  depth  and  thickness  for 
the  purpose  for  which  it  is  intended,  such  depth 
and  thickness,  in  every  case  where  such  joists 
are  laid  and  fixed  at  distances  of  not  more  than 
twelve  inches  apart,  and  where  such  beams  are 
laid  and  fixed  at  not  more  than  eight  feet  apart, 
measured  in  either  case  from  the  middle  of  one 
joist  or  beam  to  the  middle  of  the  next  or  to 
the  nearest  wall,  being  not  less  than  the 
thickness  hereinbefore  prescribed  for  joists  and 
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Timbers  of 
fir  or  pine. 


Minimum 
size. 


Timbers 
on  edge. 


Calculation 
of  equal 
strength. 


beams  of  domestic  buildings,  and  in  every  other 
care  the  depth  and  thickness  being  one-fifth 
greater  than  the  depth  and  thickness  so 
prescribed. 

General  Rules. 

60. — The  requirements  of  the  preceding  bye- 
laws  relating  to  roofs  and  the  structure  of  floors 
shall  be  subject  to  the  following  rules,  that  is 
to  say : 

(1.)  The  sizes  and  strengths  hereinbefore 
prescribed  apply  only  to  beams,  joists,  purlins 
and  rafters  of  any  species  of  fir  or  pine  of  sound 
and  good  quality,  and  if  any  other  kind  of  wood 
is  used,  the  size  and  strength  of  e\ery  beam, 
joist,  purlin  and  rafter,  shall  be  such  as  may  be 
adequate  to  secure  due  stability. 

(2.)  The  sizes  prescribed  for  the  timbers 
mentioned  in  the  foregoing  rules,  shall  represent 
the  least  size  and  strength  which  any  such 
timber  may  have  at  any  part. 

(3.)  Every  beam,  joist,  purlin,  and  rafter, 
shall  be  laid  and  fixed  on  edge,  its  greatest  side 
being  in  a  vertical  position  or  nearly  so,  as  may 
be  requisite,  and  when  laid  and  fixed  in  such 
position,  the  distance  between  the  upper  and 
lower  surfaces  thereof  shall,  for  the  purpose 
of  this  bye-law,  be  deemed  to  be  the  depth 
thereof. 

(4.)  In  calculating  the  size  and  strength 
required  for  any  beam  or  other  timber  intended 
to  be  of  a  strength  equal  to  or  greater  than  that 
of  any  particular  beam  or  other  timber  of  the 
same  length  and  of  the  dimensions  specified  in 
the  bye-law  in  that  behalf,  the  following 
method  shall  be  adopted : — In  both  cases  the 
number  of  inches  in  the  depth  of  such  beam  or 
other  timber  shall  be  multiplied  by  itself  and  the 
product  shall  be  multiplied  by  the  number  of 
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inches  in  the  breadth.  The  number  thus 
obtained  shall  be  taken  to  represent  the  strength 
of  such  beam  or  other  timber. 

(5.)  The  rules  relating  to  joists  and  beams  u^{)ry0^ 
in  floors  are  applicable  only  to  floors  formed  of 
joists  laid  on  edge  in  the  ordinary  way  and 
covered  with  boards. 


Floors  of 
un  isual  kind. 


(6.)  In  the  case  of  a  framed  floor,  or  of  a 
floor  formed  with  beams  at  short  distances 
apart,  and  covered  with  battens,  deals  or  planks, 
without  joists,  the  several  timbers  of  such  floor, 
shall  be  of  such  size  and  strength  as  may  be 
adequate  to  secure  due  stability. 

(7.)  The  rules  relating  to  joists  and  beams  Distance  apart 
in  floors  are  applicable  only  to  joists  laid  at  a  of  j^^^ 
distance  of  not  more  than  fifteen  inches  apart, 
measured  from  the  middle  of  one  joist  to  the 
middle  of  the  next  or  to  the  nearest  wall,  and 
to  beams  laid  at  a  distance  of  not  more  than  ten 
feet  apart,  measured  from  the  middle  of  one 
beam  to  the  middle  of  the  next  or  the  nearest 
wall.  And  joists  and  beams,  not  exceeding  the 
dimensions  specified  in  the  foregoing  rules, 
shall  be  laid  and  fixed  at  not  more  than  the 
aforesaid  distances  apart,  namely,  fifteen  inches 
and  ten  feet  respectively  : 

Provided  that  : — 

(i.)  In  the  case  of  a  floor  formed  of  la^mttn  in 
joists  or  beams  of  greater  dimensions  than  Rules, 
the  respective  dimensions  specified,  such 
joists  or  beams  may  be  laid  and  fixed  at 
a  proportionately  greater  distance  apart 
than  fifteen  inches  and  ten  feet  respectively  ; 
and 

(ii.)  In  the  case  of  a  floor  formed  of  6malkr  than 
joists  or  beams  of  less  dimensions  than  the    in  ^uics. 
respective  dimensions  specified,  or  of  timber 
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of  inferior  quality,  such  joists  or  beanie 
shall  be  laid  and  fixed  at  a  proportionately 
less  distance  apart  than  fifteen  inches  and 
ten  feet  respectively. 

(8.)  In  the  case  of  a  floor  in  which  any  joist 
or  beam  is  of  a  length  for  which  no  provision  is 
made  in  the  foregoing  rules,  such  joist  or  beam 
shall  be  of  such  size  and  strength  as  may  be 
adequate  to  secure  due  stability,  and  in  any 
case  where  herringbone  strutting  is  constructed 
between  joists,  the  size  and  strength  of  such 
joists  may  be  reduced  by  such  amount  as  is 
equivalent  to  the  strength  represented  by  the 
strutting. 

(9.)  The  rules  relating  to  rafters  and  purlins 
in  roofs  are  applicable  only  to  roofs  formed  of 
rafters  and  purlins  laid  in  the  ordinary  way 
and  covered  with  slates  of  the  usual  kind. 

(10.)  In  the  case  of  a  roof  formed  of  coupled 
rafters  or  of  rafters  laid  horizontally,  or  in  the 
case  of  a  boarded  roof  covered  with  slates,  or 
in  the  case  of  a  roof  covered  with  glass,  lead, 
tiles,  stone,  iron,  cement,  or  other  material  not 
being  slates  of  the  usual  kind,  the  several 
timbers  of  such  roof  shall  be  of  such  size  and 
strength  as  may  be  adequate  to  secure  due 
stability. 

(11.)  The  rules  relating  to  rafters  and  purlins 
in  roofs  are  applicable  only  to  rafters  laid  at  a 
distance  of  not  more  than  fifteen  inches  apart, 
measured  from  the  middle  of  one  rafter  to  the 
middle  of  the  next  or  to  the  nearest  wall,  and 
to  purlins  laid  at  a  distance  of  from  six  to  nine 
feet  apart,  measured  from  the  middle  of  one 
purlin  to  the  middle  of  the  next  or  to  the  ridge 
or  to  the  bearing  upon  the  wall.  And  rafters 
and  purlins  not  exceeding  the  dimensions 
specified,  shall  be  laid  and  fixed  at  not  more 
than  the  aforesaid  distances  apart,  namely r 
fifteen  inches  and  nine  feet  respectively : 
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Provided  that : — 


(i.)  In  the  case  of  a  roof  formed  of,  Tim^ers . 

V  /  .  larger  than  m 

rafters  or  purlins  of  greater  dimensions  than  Rules, 
the  respective  dimensions  specified,  such 
rafters  or  purlins  may  be  laid  and  fixed  at 
a  proportionately  greater  distance  apart  than 
fifteen  inches  and  nine  feet  respectively. 

fii.)  In  the  case  of  a  roof  formed  of  T}1mb^ 

V  /  .  smaller  than 

rafters  or  purlins  01  less  dimensions  than  in  Rules, 
the  respective  dimensions  specified,  such 
rafters  or  purlins  shall  be  laid  and  fixed  at 
a  proportionately  less  distance  apart  than 
fifteen  inches  and  six  feet  respectively. 

(12.)  In  the  case  of  a  roof  in  which  any  ^g^110* 
rafter  or  purlin  is  of  a  length  for  which  no 
provision  is  made  in  the  foregoing  rules,  such 
rafter  or  purlin  shall  be  of  such  size  and  strength 
as  may  be  adequate  to  secure  due  stability. 


With  respect  to  floors  and  staircases. 

61. — Every  person  who  shall  erect  a  new  public 
building  shall  construct  the  floor  of  every  lobby, 
corridor,  passage,  and  landing,  and  every  flight  of 
stairs  in  any  staircase  in  such  building,  and  all  the 
supports  of  every  such  floor  and  flight  of  stairs  of 
stone  or  other  incombustible  and  fire-resisting 
material,  and  of  adequate  strength. 

Provided  always,  that  the  foregoing  requirements 
shall  not  apply  to  the  floor  of  a  lobby,  corridor, 
passage,  or  landing,  or  to  any  flight  of  stairs  intended 
to  be  used  otherwise  than  as  means  of  access  to  any 
part  of  a  public  building  intended  to  be  used  for  any 
public  purpose. 
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With  respect  to  the  sufficiency  of  the  space  about 
buildings  to  secure  a  free  circulation  of  air,  and 
with  respect  to  the  ventilation  of  buildings. 

EVERY    PERSON    WHO    SHALL    ERECT    A    NEW  BUILDING 
SHALL  COMPLY  WITH  THE  FOLLOWING  REGULATIONS- 

62.  — Eveiy  new  domestic  building  shall  have  in 
front  of  such  building  an  open  space  which  shall  be 
free  from  any  erection  thereon  above  the  level  of 
the  ground,  except  any  portico,  porch,  step,  or 
other  like  projection  from  such  building,  or  any 
gate,  fence,  or  wall,  not  exceeding  seven  feet  in 
height,  and  which,  measured  to  the  boundary  of 
any  lands  or  premises  immediately  opposite,  or  to 
the  opposite  side  of  any  street  which  such  building 
may  front,  shall,  throughout  the  whole  line  of 
frontage  of  such  building,  extend  to  a  distance  of 
thirty  feet  at  the  least ;  such  distance  being  measured 
in  every  case  at  right  angles  to  the  external  face  of 
any  wall  of  such  building  which  shall  front  or  abut 
on  such  open  space. 

No  alteration  in  or  addition  to  such  building  shall 
be  made  so  as  to  diminish  the  extent  of  open  space 
provided  in  pursuance  of  this  bye-law 

63.  Every  new  dwelling  house  shall  have  in  the 
rear  of  such  building  an  open  space,  exclusively 
belonging  thereto,  of  an  aggregate  extent  of  not 
less  than  one  hundred  and  fifty  square  feet,  free  from 
any  erection  thereon  above  the  level  of  the  ground, 
except  a  watercloset,  earthcloset,  privy,  or  ashpit. 

Such  open  space  at  the  rear  shall  extend  through- 
out the  entire  width  of  such  building,  and  the 
distance  across  such  open  space  from  every  part 
of  such  building  to  the  boundary  of  any  lands  or 
premises  immediately  opposite  or  adjoining  the  site 
of  such  building,  shall  be  not  less  in  any  case  than 
ten  feet. 

If  the  height  of  such  building  be  fifteen  feet 
such  distance  shall  be  fifteen  feet  at  least. 
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If  the  height  of  such  building'  be  twenty -five  feet 
such  distance  shall  be  twenty  feet  at  the  least.  If 
the  height  of  such  building  be  thirty -five  feet  or 
exceed  thirty-five  feet  such  distance  shall  be  twenty- 
five  jeet  at  least. 

Provided  that  in  any  case  where  the  site  of  a  new 
dwelling  house  may  abut  on  two  or  more  streets,, 
and  by  reason  of  the  form  or  dimensions  of  such 
site,  it  may  be  impracticable  to  provide  in  the  rear 
of  such  building  such  an  extent  of  open  space  as 
will  satisfy  the  preceding  requirements  of  this 
bye-law,  a  person  may  erect  any  such  building 
in  accordance  with  the  following  requirements  :  — 

He  shall  construct  such  building  so  that  there  shall 
be  on  the  side  or  sides  other  than  the  front  of  such 
building  which  so  adjoin  streets  an  open  space  having 
a  distance  across  from  every  part  of  such  building  to 
the  opposite  side  of  the  street  or  streets  immediately 
adjoining  such  site  of  not  less  than  ten  feet,  which 
shall  be  free  from  any  erection  thereon  above  the 
level  of  the  ground  (except  any  portico,  porch,  step, 
or  other  like  projection  from  such  building,  or  any 
gate,  fence,  or  wall  rot  exceeding  seven  feet  in 
height),  and  which  shall  extend  laterally  throughout 
the  entire  length  of  such  side  or  sides  of  such  building. 
He  shall  provide  on  one  side  of  the  site,  not  being 
the  front  of  such  building,  an  open  space  which  shall 
exclusively  belong  to  such  building,  which  >hall  be 
free  from  any  erection  thereon  above  the  level  of 
the  ground,  except  a  watercloset,  earthcloset,  or  privy 
and  an  ashpit,  which  shall  extend  laterally  through- 
out at  least  ten  feet  of  such  side  of  the  site  of  such 
building,  and  across  which  the  distance  from  the 
opposite  part  of  such  building  to  the  side  of  the  site 
which  abuts  on  any  lands  or  premises  immediately 
opposite  or  on  any  street  immediately  adjoining  such 
site,  but  not  being  one  of  the  two  streets  hereinbefore 
referred  to,  shall  be  not  less  in  any  case  than  ten  feet, 
and  shall  be  connected  with  one  of  the  streets  on 
which  such  building  abuts  by  means  of  a  passage  or 
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other  similar  opening  so  arranged  as  to  be  capable 
at  all  times  of  affording  a  free  circulation  of  air 
between  the  open  space  and  such  street  aforesaid. 

He  shall  cause  the  aggregate  extent  of  open  space 
which  shall,  in  pursuance  of  the  preceding  require- 
ments, be  provided  or  left  on  two  or  more  sides  other 
than  the  front  of  such  building,  to  be  not  less  in 
any  case  than  tivo  hundred  and  fifty  square  feet. 

Provided  also  that  in  any  case  where  the  depth  of 
the  site  of  a  new  dwelling  house  renders  it  imprac- 
ticable to  provide  in  the  rear  of  such  building  such 
m\  extent  of  open  space  as  will  satisfy  the  preceding 
requirements  of  this  bye-law,  a  person  may  erect 
any  such  building  in  accordance  with  the  following 
requirements  : — 

He  shall  provide  on  each  of  two  sides,  not  being 
either  the  front  or  the  rear  of  such  building,  an  open 
space,  exclusively  belonging  to  such  building,  free 
from  any  erection  thereon  above  the  level  of  the 
ground  (except  a  watercloset  or  earthcloset,  and  an 
ashpit),  and  extending  laterally  throughout  the  entire 
depth  of  such  building,  and  communicating  directly 
with  any  open  space  that  may  be  provided  in  the 
front  or  in  the  rear  of  such  building  the  distance 
across  such  open  space  from  every  part  of  such 
building  to  the  boundary  of  any  lands  or  jDremises 
in  the  same  curtilage  being  not  less  in  any  case  than 
eight  feet. 

If  the  height  of  such  building  be  fifteen  feet  he 
shall  cause  the  distance  across  to  be  not  less  than 
twelve  feet. 

If  the  height  of  such  building  be  twenty-five  feet 
he  shall  cause  such  distance  to  be  not  less  than 
sixteen  feet. 

If  the  height  of  such  building  be  thirty -fioe  feet,  or 
exceed  thirty-five  feet,  he  shall  cause  such  distance 
to  be  not  less  than  twenty  feet. 
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Provided  also  that  in  any  case  where  a  dwelling 
house  may  be  re-erected  on  a  site  two  adjoining 
sides  of  which  abut  on  streets,  and  where  by  reason 
of  the  form,  dimensions,  or  intended  mode  of  use  of 
such  site,  or  of  its  position  in  relation  to  an  adjoining 
site  or  sites,  it  may  be  impracticable  to  provide  in 
the  rear  of  such  building  such  an  extent  of  open 
space  as  will  satisfy  the  preceding  requirements  of 
this  bye-law,  every  person  who  shall  re-erect  any 
such  building  on  such  site  shall,  as  regards  the 
provision  of  open  space  in  connexion  therewith, 
comply  with  such  of  the  following  requirements  as 
may  be  applicable  to  the  circumstances  of  the  case 
instead  of  complying  with  the  said  preceding  require- 
ments ;  but  this  proviso  shall  not  apply  in  any  case 
where  the  open  space  to  be  provided  in  connexion 
with  a  building  shall  not  be  connected  with  one  of 
the  streets  on  which  such  building  abuts  by  means 
of  a  passage  or  other  similar  opening  so  arranged  as 
to  bo  capable  at  all  times  of  affording  a  free  cir- 
culation of  air  between  the  open  space  and  such 
street  aforesaid. 

(i.)  Where  there  shall  have  been  an  amount  of 
'vpen  space  exceeding  one  hundred  square  feet  in  the 
rear  of  the  building  that  may  have  previously  occupied 
the  site,  the  person  re-erecting  such  building  shall 
provide  in  the  rear  of  the  new  dwelling  house  an 
open  space  which  shall  be  not  less  in  depth  or  extent 
than  the  open  space  that  shall  have  been  provided 
in  connexion  with  the  first-mentioned  building,  and 
shall  exclusively  belong  to  such  building  and  be  free 
from  any  erection  above  the  level  of  the  giound 
except  a  watercloset,  earth  closet,  or  privy,  and  an 
ashpit. 

(ii.)  Where  there  shall  not  have  been  an  amount 
of  open  space  exceeding  one  hundred  square  feet  in 
the  rear  of  the  building  that  may  have  previously 
occupied  the  site,  the  person  re-erecting  such  building 
shall  provide  in  the  rear  of  the  new  dwelling  house 
an  open  space  which  shall  be  not  less  in  extent  than 
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one  hundred  square  feet  and  shall  be  free  from  any 
erection  thereon  above  the  level  of  the  ground  except 
a  watercloset,  earthcloset,  or  privy,  and  an  ashpit, 
and  shall  extend  laterally  throughout  at  least  ten  feet 
of  the  entire  width  or  depth  of  such  building,  and 
across  which  the  distance  from  every  part  of  such 
building  to  the  nearest  boundary  of  any  lands  or 
premises  immediately  adjoining  such  site  shall  be 
not  less  in  any  case  than  ten  feet  at  the  least. 

(iii.)  In  either  of  the  foregoing  cases  every  person 
who  erects  a  new  dwelling  house  shall  provide  on 
that  side  of  such  building  which  adjoins  the  front 
and  abuts  on  any  street  an  open  space  of  an  aggregate 
extent  of  not  less  than  one  hundred  and  fifty  square 
feet,  which  shall  be  free  from  any  erection  thereon 
above  the  level  of  the  ground,  except  any  portico, 
porch,  step,  or  other  like  projection  from  such 
building,  or  any  gate,  fence,  or  wall  not  exceeding 
seven  feet  in  height.  He  shall  cause  such  open  space 
to  extend  laterally  throughout  the  entire  width  or 
depth  of  such  building,  and  to  have  a  distance  across 
from  every  part  of  such  building  to  the  opposite  side 
of  the  street  immediately  adjoining  such  site  of  not 
less  in  any  case  than  ten  feet. 

Provided  always  that  in  any  case  where  the  site  of 
a  dwelling  house  may  be  of  such  a  shape  that  the 
width  thereof  diminishes  towards  the  rear,  and  it  is 
therefore  impossible  to  provide  an  open  space 
extending  laterally  throughout  the  entire  width  of 
such  building,  and  having  the  required  distance  across 
such  space,  the  person  who  shall  erect  such  building 
shall  provide  in  the  rear  thereof  an  open  space  the 
extent  of  which  is  to  be  determined  in  accordance 
with  the  provisions  of  this  bye- law,  subject  to  the 
following  exceptions : — 

(1.)  He  shall  cause  the  distance  across  such  space 
to  be  measured  from  the  rearmost  wall  of  such 
building,  to  a  line  at  which  the  lateral  width  of  the 
open  space  shall  not  be  less  than  one-half  of  the 
width  of  such  space  at  such  rearmost  wall. 
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(2.)  He  shall  provide  on  the  side  of  such  line 
remote  from  the  building  a  further  open  space  ex- 
clusively belonging  to  such  building  of  a  superficial 
area  equal  to  one-third  of  the  area  of  the  space 
hereinbefore  required  to  be  provided. 

(3.)  This  proviso  shall  not  apply  in  the  case  of 
any  building  which  would  form  part  of  a  continuous 
line  of  buildings  enclosing  a  space  in  the  rear  of 
such  buildidgs  whether  in  the  form  of  a  square  or 
in  any  other  form. 

No  alteration  in  or  addition  to  any  building  shall 
be  made  so  as  to  diminish  the  aggregate  extent  of 
open  space  provided  in  pursuance  of  this  bye-law 
er  any  bye-law  previously  in  force  for  the  same 
purpose  in  connection  with  such  building. 

For  the  purposes  of  this  bye-law  the  height  of  a 
building  shall  be  measured  upwards  from  the  level 
of  the  ground  over  which  such  open  space  shall 
extend  to  the  level  of  half  the  vertical  height  of 
the  roof  or  to  the  top  of  the  parapet,  whichever 
may  be  the  higher. 

64.  — Every  new  dwelling  house  shall  have 
provided  in  the  wall  of  each  storey  which  shall 
immediately  front  or  abut  on  the  open  spaces 
in  connexion  with  such  building,  a  sufficient  number 
of  suitable  windows,  in  such  a  manner  and  position 
that  each  of  such  windows  shall  afford  effectual 
means  of  ventilation  by  direct  communication  with 
the  external  air. 

65.  — Every  room  which  shall  be  situated  in  the 
lowest  storey  of  such  building,  provided  with  a 
boarded  floor,  shall  be  so  constructed  that  there  shall 
be,  for  the  purpose  of  ventilation,  between  the  under 
side  of  every  joist  on  which  such  floor  may  be  laid, 
and  the  upper  surface  of  the  asphalte  or  concrete 
with  which,  in  pursuance  of  the  bye-law  in  that 
behalf,  the  ground  surface  or  site  of  such  building 
may  be  covered,  a  clear  space  of  three  inches  at  the 
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least  in  every  part,  and  such  space  shall  be  thoroughly 
ventilated  by  means  of  suitable  and  sufficient 
air-bricks,  or  by  some  other  effectual  method. 

66.  — Every  habitable  room  of  a  new  building 
shall  have  one  window,  at  the  least,  opening  directly 
into  the  external  air,  and  the  total  area  of  such 
window,  or,  if  there  be  more  than  one,  of  the 
several  windows,  clear  of  the  sash  frames,  shall  be 
equal  at  the  least  to  one  tenth  of  the  floor  area  of 
such  room. 

Every  such  window  shall  be  so  constructed  that 
one  half,  at  the  least,  may  be  opened,  and  that  the 
opening  may  extend  in  every  case  to  the  top  of  the 
window. 

67.  — Every  habitable  room  of  a  new  dwelling 
house  which  is  without  a  fireplace,  and  a  flue 
properly  constructed  and  connected  therewith,  shall 
be  provided  with  special  and  adequate  means  of 
ventilation  by  a  sufficient  aperture  or  air  shaft 
which  shall  provide  an  unobstructed  sectional  area 
of  one  hundred  square  inches  at  the  least. 

68.  — Every  new  public  building  shall  be  provided 
with  adequate  means  of  ventilation. 

With  respect  to  the  paving  of  yards  and  open  spaces 
in  connection  with  dtv citing -houses. 

69.  — Every  person  who  shall  erect  a  new  dwelling- 
house  shall,  cause  any  yard  and  open  space,  in 
connection  therewith  to  be  properly  paved  to  the 
extent  of  not  less  than  one  hundred  and  fifty  square 
feet  immediately  adjoining  such  house,  and  not 
less  than  ten  feet  wide  from  the  wall  of  the  house 
with  a  hard,  durable,  and  impervious  pavement, 
evenly  and  closely  laid  upon  a  sufficient  bed  of  good 
concrete  and  so  sloped  to  a  properly  constructed 
channel,  that  all  rain  or  waste  water  may  run 
off  therefrom. 
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With  respect  to  the  Drainage  of  Buildings. 

EVERY    PERSON    WHO    SHALL    ERECT  A    NEW  BUILDING 
SHALL  COMPLY  WITH  THE  FOLLOWING  REGULATIONS  I 

70. — Whenever  the  dampness  of  the  site  of  a 
new  building*  renders  such  a  precaution  necessary, 
the  subsoil  shall  be  effectually  drained  by  means  of 
suitable  earthenware  field  pipes,  properly  laid  to  a 
suitable  outfall. 

No  such  pipe  shall  be  laid  so  as  to  communicate 
directly  with  any  sewer  or  cesspool,  or  with  any  drain 
adapted  to  be  used  for  conveying  sewage,  but  shall 
have  a  suitable  trap,  with  a  ventilating  opening, 
at  a  point  in  the  line  of  the  subsoil  drain  as  near  as 
may  be  practicable  to  such  trap. 

71- — The  lowest  storey  of  every  new  building 
shall  be  at  such  level  as  will  allow  of  the  construc- 
tion of  a  drain  sufficient  for  the  effectual  drainage 
of  such  building  into  any  sewer  with  which  such 
drain  may  lawfully  connect,  at  a  point  in  the 
upper  half  diameter  of  such  sewer,  or  with  any 
other  means  of  drainage  with  which  such  drain  may 
lawfully  communicate. 

72. — The  drains  of  every  new  building  other 
than  sub-soil  drains  shall  be  of  good  sound  pipes 
formed  of  glazed  stoneware  or  other  equally  suitable 
material. 

Every  such  drain  shall  be  of  adequate  size,  and, 
if  constructed  or  adapted  to  be  used  for  conveying 
sewage,  shall  have  an  internal  diameter  not  less 
than  fovr  inches,  and  be  laid  in  a  bed  of  good  concrete, 
with  a  proper  fall,  and  with  water-tight,  socketed,  or 
other  suitable  joints. 

No  such  drain  shall  pass  under  any  building, 
except  where  any  other  mode  of  construction  may 
be  impracticable,  in  which  case  such  drain  shall  be 
*so  laid  in  the  ground  that  1here  shall  be  a  distance 
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equal  at  the  least  to  the  full  diameter  thereof 
between  the  top  of  such  drain  at  its  highest  point 
and  the  surface  of  the  ground  under  such  building. 

Such  drain  shall  be  laid  in  a  direct  line  for  the 
whole  distance  beneath  such  building,  and  be  com- 
pletely embedded  in  and  covered  with  good  and 
solid  concrete,  at  least  six  inches  thick,  all  round. 

Adequate  means  of  ventilation  shall  be  provided 
in  connexion  with  such  drain  at  each  end  of  such 
portion  thereof  as  is  beneath  such  building. 

Every  inlet  to  any  drain,  not  being  an  inlet  pro- 
vided in  pursuance  of  the  bye-law  in  that  behalf  as 
an  opening  for  the  ventilation  of  such  drain  shall  be 
properly  trapped. 

73. — In  every  drain  of  any  building  which  may 
directly  communicate  with  any  sewer  or  other 
means  of  drainage  into  which  such  drain  may  law- 
fully empty,  a  suitable  trap  shall  be  provided  at  a 
point  as  distant  as  may  be  practicable  from  such 
building,  but  within  the  curtilage  thereof,  and  as 
near  as  may  be  practicable  to  the  point  at  which 
such  drain  may  be  connected  with  such  sewer  or 
other  means  of  drainage. 

74  — No  right-angled  junction,  either  vertical  or 
horizontal  shall  be  constructed  in  any  drain.  Every 
branch  drain  shall  be  connected  obliquely  in  the 
direction  of  its  flow. 

75. — For  the  purpose  of  securing  efficient  venti- 
lation of  the  drains  the  following  requirements 
shall  apply  :— 

(i.)  At  least  two  untrapped  openings  shall  be 
provided,  and,  in  the  provision  of  such  openings, 
one  of  the  two  arrangements  hereinafter  specified, 
as  the  circumstances  of  the  case  may  render  the- 
more  effectual,  shall  be  adopted. 
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(a.)  One  opening,  at  or  near  the  level  of  tl:e 
surface  of  the  ground  shall  communicate  with  the 
drains  by  means  of  a  suitable  pipe,  shaft,  or  dis- 
connecting chamber,  and  shall  be  situated  as  near 
as  may  be  practicable  to  the  trap  which  shall  be 
provided  between  the  main  or  other  drain  of  the 
building,  and  the  sewer  or  other  means  of  drainage 
with  which  such  drain  may  lawfully  communicate. 
Such  opening  shall  also  in  every  case  be  situated  on 
that  side  of  the  trap  which  is  the  nearer  to  the 
building. 

The  second  opening  shall  be  obtained  by  carrying 
up  from  a  point  in  the  drains,  as  far  distant  as  may 
be  practicable  from  the  point  at  which  the  first- 
mentioned  opening  shall  be  situated,  a  pipe  or  shaft, 
vertically,  to  such  a  height  and  in  such  a  manner  as 
effectually  to  prevent  any  escape  of  foul  air  from 
such  pipe  or  shaft  into  any  building  in  the  vicinity 
thereof,  and  in  no  case  to  a  less  height  than  ten  feet. 

(b.)  In  every  case  where  the  foregoing  arrange- 
ment of  the  openings  to  the  drains  may  be  imprac- 
ticable, there  shall  be  substituted  the  arrangement 
hereinafter  prescribed. 

One  opening  shall  be  obtained  by  carrying  up 
from  a  point,  as  near  as  may  be  practicable  to  the 
trap,  which  shall  be  provided  between  the  main 
drain  or  other  drain  of  the  building  and  the  sewer 
or  other  means  of  drainage  with  which  such  drain 
may  lawfully  communicate,  a  pipe  or  shaft,  vertically 
to  such  a  height  and  in  such  a  manner  as  effectually 
to  prevent  any  escape  cf  foul  air  from  such  pipe  or 
shaft  into  any  building  in  the  vicinity  thereof,  and 
in  no  case  to  a  less  height  than  ten  feet,  Such 
opening  shall  also  in  every  case  be  situated  on  that 
side  the  trap  which  is  the  nearer  to  the  building. 

The  second  opening,  being  at  a  point  in  the  drains 
as  far  distant  as  may  be  practicable  from  the  point 
at  which  such  last  mentioned  pipe  or  shaft  shall  be 
carried  up,  shall  be  at  or  near  the  level  of  the 
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surface  of  the  ground,  and  shall  communicate  with 
the  drains  by  means  of  a  suitable  pipe  or  shaft. 

(ii.)  Every  opening  provided  in  accordance  with 
either  of  the  arrangements  hereinbefore  specified 
shall  be  furnished  with  a  suitable  grating  or  cover 
for  the  purpose  of  preventing  any  obstruction  in 
or  injury  to  any  pipe  or  drain  by  the  introduction 
of  any  substance  through  any  such  opening.  Such 
grating  or  cover  shall  be  so  constructed  and  fitted 
as  to  secure  the  free  passage  of  air  through  such 
grating  or  cover  by  means  of  a  sufficient  number 
of  apertures,  of  which  the  aggregate  extent  shall 
not  be  less  than  the  sectional  area  of  the  pipe  or 
drain  to  which  such  grating  or  cover  may  be  fitted. 

(iii.)  Every  pipe  or  shaft  which  may  be  used  in 
connection  with  either  of  the  arrangements  herein- 
before specified  shall  be  of  a  sectional  area  not  less 
than  that  of  the  drain  with  which  such  pipe  or 
shaft  may  communicate,  and  not  less  in  any  case 
than  the  sectional  area  of  a  pipe  or  shaft  of  the 
diameter  of  four  inches. 

(iv.)  No  bend  or  angle  shall  (except  where 
unavoidable)  be  formed  in  any  pipe  or  shaft  used 
in  connection  with  either  of  the  arrangements 
hereinbefore  specified. 

(iv.)  Provided  always,  that  for  the  purpose  of 
either  of  the  arrangements  hereinbefore  specified  the 
soil  pipe  of  any  watercloset,  in  every  case  where  the 
situation,  sectional  area,  height,  and  mode  of  con- 
struction of  such  soil  pipe  shall  be  in  accordance 
with  the  requirements  applicable  to  the  pipe  or 
shaft  to  be  carried  up  from  the  drains  may  be 
deemed  to  provide  the  necessary  opening  for 
ventilation  which  would  otherwise  be  obtained  by 
means  of  such  last-mentioned  pipe  or  shaft. 

76. — No  inlet  to  any  drain  (except  from  any 
water-closet)  shall  be  made  within  any  building. 
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The  soil  pipe  from  every  water-closet  shall  be  at 
least  four  inches  in  diameter,  and  be  fixed  outside 
the  building,  and  continued  upwards  without  diminu- 
tion of  its  diameter,  and  (except  where  unavoidable) 
without  any  bend  or  angle  being  formed  in  such 
soil  pipe  to  such  a  height  and  in  such  a  position  as 
to  afford,  by  means  of  the  open  end  of  such  soil 
pipe,  a  safe  outlet  for  sewer  air. 

There  shall  not  be  any  trap  between  such  soil 
pipe  and  the  drains,  or  any  trap  (other  than  such  as 
may  necessarily  form  part  of  the  apparatus  of  any 
water-closet)  in  any  part  of  such  soil  pipe. 

The  waste  pipe  from  every  bath,  sink  (not  being 
a  slop  sink  constructed  or  adapted  to  be  used  for 
receiving  any  solid  or  liquid  filth),  or  lavatory,  the 
overflow  pipe  from  any  cistern  and  from  every  safe 
under  any  bath  or  water  closet,  and  every  pipe  for 
carrying  off  waste  water,  shall  be  taken  through  an 
external  wall,  and  discharge  in  the  op<-n  air  over  a 
channel  leading  to  a  trapped  gully  grating  at  least 
eighteen  inches  distant. 

The  mode  of  construction  of  the  waste  pipe  from 
any  slop  sink  constructed  or  adapted  to  be  used  for 
receiving  within  such  building  any  solid  or  liquid 
filth,  slull  comply  in  all  respects  with  such  of  the 
provisions  of  this  bye-law  as  are  applicable  to  the 
soil  pipe  from  a  water-closet. 


With  respect  to  water-closets ,  ashpits,  and  cesspools., 
in  connexion  with  buildings. 

EVERY  PERSON  WHO  SHALL  CONSTRUCT  A  WATER-CLOSET- 
ASHPIT;  OR  CESSPOOL  IN  CONNEXION  WITH  A  BUILD- 
ING SHALL  COMPLY  WITH  THE  FOLLOWING  REGULA- 
TIONS : — 

77. — Every  water-closet  in  a  building  shall  be  in 
such  a  position  that  one  of  its  sides  at  the  least 
shall  be  an  external  wall. 
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78.  — Every  water-closet  in  connexion  with  a 
"building,  whether  its  situation  be  or  be  not  within 
such  building,  shall  have  in  one  of  its  walls  a 
window  of  not  less  dimensions  than  two  feet  by  one 
foot,  exclusive  of  the  frame,  and  opening  directly 
into  the  external  air. 

•  In  addition  to  such  window,  such  water-closet 
shall  be  provided  with  adequate  means  of  constant 
ventilation  by  at  least  one  air-brick  built  in  an 
external  wall  or  by  an  air  shaft,  or  by  some  other 
effectual  method  or  appliance. 

79.  — Every  water-closet  in  connexion  with  a 
building"  shall  be  furnished  with  a  separate  cistern 
or  flushing  box  of  adequate  capacity,  so  constructed 
and  placed  as  admit  of  the  supply  of  water  for 
use  in  such  water-closet  without  any  direct  con- 
nexion between  any  service  pipe  upon  the  premises 
and  any  part  of  the  apparatus  of  such  water-closet, 
other  than  such  cistern  or  flushing  box. 

Such  water-closet  shall  be  furnished  with  a 
suitable  apparatus  for  the  effectual  application  of 
water  to  any  receptacle  with  which  such  apparatus 
may  be  connected  and  used,  and  for  the  effectual 
flushing  and  cleansing  of  such  receptacle,  and  for 
the  prompt  and  effectual  removal  therefrom  of  any 
solid  or  liquid  filth  which  may  from  time  to  time  be 
deposited  therein. 

Such  water-closet  shall  be  furnished  with  a 
suitable  receptacle  of  non-absorbent  material,  and  of 
such  mode  of  construction  as  to  receive  and  contain 
a  sufficient  quantity  of  water,  and  to  allow  all  filth 
which  may  from  time  to  time  be  deposited  in  such 
receptacle  to  fall  free  of  the  sides  thereof,  and 
directly  into  the  water  received  and  contained  in 
the  receptacle. 

No  u  container"  or  other  similar  fitting  shall  be 
constructed  or  fixed  under  such  receptacle. 
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No  trap  of  the  kind  known  as  a  "  D  trap"  shall  be 
eonstructed  or  fixed  in  or  in  connexion  with  the 
water-closet. 

80.  — No  cesspool  in  connexion  with  any  building 
shall  be  constructed  at  a  less  distance  than  twenty 
feet  from  a  dwelling-house  or  public  building,  or 
any  building  in  which  any  person  may  be,  or  may 
be  intended  to  be  employed  in  any  manufacture, 
trade  or  business. 

81.  — No  cesspool  in  connexion  with  any  building 
shall  be  constructed  within  the  distance  of  forty 
feet  from  any  well,  spring  or  stream  of  water  used  or 
likely  to  be  used  by  man  for  drinking  or  domestic 
purposes,  or  for  manufacturing  drinks  for  the  use  of 
man,  or  otherwise,  in  such  a  position  as  to  render 
any  such  water  liable  to  pollution. 

82.  — Every  cesspool  in  connexion  with  a  building 
shall  be  constructed  in  such  a  manner  and  position 
as  to  afford  ready  means  of  access  for  the  purpose 
of  cleansing  and  removal  of  the  contents  thereof, 
and  to  admit  of  the  contents  being  removed  from 
the  premises  to  which  such  cesspool  may  belong, 
without  being  carried  through  any  dwelling-house 
or  public  building  or  any  building  in  which  any 
person  may  be,  or  may  be  intended  to  be  employed 
in  any  manufacture,  trade,  or  business. 

No  cesspool  shall  have  any  outlet  or  overflow  into 
or  means  of  communication  with  any  sewer. 

83.  — Every  cesspool  in  connexion  with  a  building 
shall  be  constructed  of  good  brickwork  in  cement 
properly  rendered  inside  with  cement,  and  with  a 
backing  of  at  least  nine  inches  of  well  puddled  clay 
around  and  beneath  such  brickwork. 

Such  cesspool  shall  be  arched  or  otherwise  properly 
covered  over,  and  shall  be  provided  with  adequate 
means  of  ventilation. 
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With  respect  to  the  keeping  of  ivaterclosets  supplied 
ivith  sufficient  water  for  flushing, 

84.  — The  occupier  of  any  premises  in  or  for 
which  a  watercloset  shall  be  provided,  shall  cause 
such  watercloset  to  be  at  all  times  properly  supplied 
with  a  sufficient  quantity  of  water  for  the  proper 
flushing  thereof. 

Where,  however,  any  watercloset  is  provided  for 
the  use  of  persons  occupying  two  or  more  separately 
occupied  premises,  the  foregoing  requirement  shall 
apply  to  the  person  having  the  care  and  control  of 
such  watercloset. 

With  respect  to  the  closing  of  buildings  or  parts  of 
buildings  unfit  for  human  habitation,  and  to  pro- 
hibition of  their  use  for  such  habitation. 

85.  — In  every  case:  — 

Where,  by  a  notice  in  writing  signed  by  the  Town 
Clerk,  and  duly  served  upon  or  delivered  to  the 
owner  of  a  building  or  part  of  a  building  erected 
after  the  date  on  which  the  Local  Government  Acts 
came  into  force  in  the  District,  the  Council  shall 
certify  that  it  has  been  represented  to  them  that 
such  building  or  part  of  a  building  is  unfit  for 
human  habitation,  and  that,  unless  on  or  before 
such  day  as  shall  be  specified  in  such  notice,  such 
owner,  by  a  statement  in  writing  under  his  hand  or 
under  the  hand  of  his  agent  duly  authorized  in  that 
behalf,  and  addressed  to  and  duly  served  upon  or 
delivered  to  the  Council  shall  show  sufficient  cause 
why  such  building  or  part  of  a  building  shall  not  be 
declared  unfit  for  human  habitation,  or  unless,  on 
such  day  and  at  such  time  and  place  as  shall  be 
specified  in  such  notice,  such  owner  personally  or 
by  his  agent  duly  authorized  in  that  behalf  shall 
attend  before  the  Council  and  show  sufficient  cause 
why  such  building  or  part  of  a  building  shall  not  be 
declared  unfit  for  human  habitation,  the  Council  will 
declare  such  building  or  part  of  a  building  unfit  for 
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human  habitation,  and  direct  that  such  building  or 
part  of  a  building  shall  be  closed,  and  prohibit  the 
use  for  human  habitation  of  such  building  or  part 
of  a  building  until  the  same  shall  have  been  rendered 
fit  for  human  habitation : 

And  where  such  owner  shall  fail  to  show  sufficient 
cause  why  such  building  or  part  of  a  building  shall 
not  be  declared  unfit  for  human  habitation,  and 
where,  in  consequence  of  such  failure,  the  Council,, 
by  their  order,  which  shall  be  in  writing  under  their 
seal  in  the  form  hereunto  appended,  or  to  the  like 
effect,  and  shall  be  duly  signed  by  the  Town  Clerk, 
and  which,  or  a  copy  of  which,  shall  be  affixed  in 
some  conspicuous  position  in  or  upon  such  building 
or  part  of  a  building,  may  declare  that  such  building 
or  part  of  a  building  is  unfit  for  human  habitation, 
and  may  direct  that,  unless  and  until  such  building 
or  part  of  a  building  shall  have  been  rendered  fit 
for  human  habitation,  the  same  shall  be  closed,  and 
the  use  thereof  for  human  habitation  shall  be 
prohibited : — 

No  person  shall,  after  the  date  specified  in  such 
order  and  before  such  building  or  part  of  a  building 
shall  have  been  rendered  fit  for  human  habitation, 
knowingly  inhabit  or  continue  to  inhabit,  or 
knowingly  cause  or  suffer  to  be  inhabited  such 
building  or  part  of  a  building . 

Form  of  Notice. 


Borough  of  WEST  II AM. 

To  of 

Whereas,  by  a  statement  in  writing,  under  the  hand  of 

Medical  Officer  of  Health 
{or  Surveyor)  of  the  Council  of  the  Borough  of  West  Ham,  of 
which  statement  a  copy  is  contained  in  the  schedule  hereunto 
annexed,  it  has  been  certified  to  the  said  Council  that  a  certain 
building  or  part  of  a  building  situate  at 

in  the  said  Borough. 

is  unfit  for  human  habitation  ; 
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And  whereas  it  has  been  shown  to  the  said  Council  that  you 
are  the  owner  of  such  building  or  part  of  a  building; 

Now  I,  Town  Clerk  of  the  said 

Borcugh,  do  hereby  give  you  notice  that,  unless  on  or  before 
ihe  day  of  18  , 

by  a  statement  in  writing  under  your  hand,  or  under  the  hand  of 
an  agent  duly  authorized  by  you  in  that  behalf,  and  addressed  to 
and  duly  served  upon  or  delivered  to  the  said  Council,  you 
shall  show  to  the  said  Council  sufficient  cause  why  such  building 
or  part  of  a  building  shall  not  be  declared  unfit  for  human 
habitation ; 

Or,  unless  you  shall  attend  either  personally  or  by  an  agent 
duly  authorized  in  that  behalf  before  the  said  Council  at  their 
office  in  on 

day,  the  day  of 

18  ,  at  o'clock  in  the 

noon,  and  shall  then  and  there  show  to  the  said  Council 
sufficient  cause  why  such  building  or  part  of  a  building  shall 
not  be  declared  unfit  for  humaa  habitation  ; 

The  said  Council  in  pursuance  of  the  powers  conferred  upon 
them  in  that  behalf,  will,  by  an  order  in  writing,  under  their 
seal,  declare  that  such  building  or  part  of  a  building  is  unfit 
for  human  habitation,  and  direct  that,  unless  and  until  such 
building  or  part  of  a  building  shall  have  been  rendered  fit  for 
human  habitation,  the  same  shall  be  closed,  and  the  use  thereof 
for  human  habitation  shall  be  prohibited. 

Witness  my  hand  this  day  of 

in  the  year  one  thousand  eight  hundred  and 

Town  Clerk 


Schedule. 


Coptj  of  Certificate. 


Form  of  Order. 


Borough  of   WEST  RAM. 
To  ,  of  ,  and 

to  all  others  whom  it  may  concern  : 
Whereas  it  has  been  certified  to  us,  the  Mayor,  Aldermen, 
•and  Burgesses  of  the  Borough  of  West  Ham,  acting  by  the 
Council  as  the  Urban  Sanitary  Authority  of  the  said  Borough, 
that  a  certain   Luilding  or  part  of   a  building   situate  at 

in  the  said 

Borough,  is  unfit  for  human  habitation ; 
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And  whereas  due  notice  of  such  certificate  has  been  given  to 
,  the  owner  of  such  building  or  part  of  a 
building,  and  the  said  has  failed  to  show 

sufficient  cause  why  such  building  or  part  of  a  building  shall 
not  be  declared  unfit  for  human  habitation  ; 

Now  we,  the  said  Council,  in  pursuance  of  the  powers 
conferred  upon  us  in  that  behalf,  do  hereby  declare  that  such 
building  or  part  of  a  building  is  unfit  for  human  habitation ; 
and  we  do  hereby  direct  that,  unless  and  until  such  building  or 
part  of  a  building  shall  have  been  rendered  fit  for  human  habi- 
tation, the  same  shali  be  closed,  and  the  use  thereof  for  human 
habitation  shall  be  prohibited. 

Given  under  the  Corporate  Comm  m  Seal  of  the  said  Council 
of  the  Borough  of  West  Ham,  this 
day  of  ,  in  the  year  one  thousand 

eight  hundred  and 

Mayor. 
Town  Clerk. 

Penalties. 

86.  — Every  person  who  shall  offend  against  any 
of  the  foregoing  bye-laws  shall  be  liable,  for  every 
such  offence,  to  a  penalty  of  Five  Pounds ,  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
Forty  Shillings  for  each  day  after  written  notice  of 
the  offenqe  from  the  Council. 

Provided,  nevertheless,  that  the  Court  of  Summary 
Jurisdiction  before  whom  any  complaint  may  be 
made  or  any  proceedings  may  be  taken  in  respect  of 
any  such  offence  may  adjudge  the  payment  as  a 
penalty  of  any  sum  less  than  the  full  amount  of  the 
penalty  imposed  by  this  bye-law. 

87.  — If  any  work  to  which  any  of  the  bye-laws 
relating  to  new  streets  and  buildings  may  apply 
be  begun  or  done  in  contravention  of  any  such 
bye-law,  the  person  by  whom  such  work  shall 
be  so  begun  or  done,  by  a  notice  in  writing,  which 
si i all  be  signed  by  the  Town  Clerk,  and  shall  be 
duly  served  upon  or  delivered  to  such  person  shall 
be  required  on  or  before  such  day   as  shall  be 
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specified  in  such  notice  by  a  statement  in  writing 
under  his  hand  or  under  the  hand  of  an  agent  duly 
authorized  in  that  behalf,  and  addressed  to  and  duly 
served  upon  the  Council,  to  show  sufficient  cause 
why  such  work  shall  not  be  removed,  altered,  or 
pulled  down ;  or  shall  be  required  on  such  day  and 
at  such  time  and  place  as  shall  be  specified  in  such 
notice  to  attend  personally  or  by  an  agent  duly 
authorized  in  that  behalf  before  the  Council,  and 
show  sufficient  cause  why  such  work  shall  not  be 
removed,  altered,  or  pulled  down. 

If  such  person  shall  fail  to  show  sufficient  cause 
why  such  work  shall  not  be  removed,  altered,  or 
pulled  down,  the  Council  shall  be  empowered, 
subject  to  any  statutory  provision  in  that  behalf,  to 
remove,  alter,  or  pull  down  such  work. 

Repeal. 

88. — From  and  after  the  date  of  the  confirmation 
of  these  bye-laws,  the  bye-laws  relating  to  new 
streets  and  buildings  which  were  confirmed  on 
the  1st  day  of  July  in  the  year  one  thousand 
eight  hundred  and  eighty-five  by  the  Local 
Government  Board  shall  be  rejDealed. 

The  Corporate  Common  Seal  of  the  Mayor, 
Aldermen ,  and  Burgesses  of  the  Borough  of  West  Ham, 
was  affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  '261/1  dag  of  July,  1892, 
at  the  Toivn  Hall,  West  Ham,  as  a  Certificate  of  the 
adoption  by  them  of  the  Joregoing  series  of  Bye-Laws 
with  respect  to  Neiv  Streets  and  Buildings. 

GEO.   HAY,  Mayor. 

FRED:  E.  HILLEARY,  Town  Cleric. 

©Allowed  by  the  Local  Government  Board 
this  \st  day  of  November,  1892. 

HUGH  OWEN,  HENRY  H.  FOWLER, 

Secre  tary .  Presiden  t 
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SCHEDULE, 

As  TO  THE  STRUCTUEE  AND  THICKNESS  OF  WALLS  OF 

Domestic    Buildings    (referred    to    in  Bye-law 
No.  23,  page  15). 


I. 

ii. 

III. 

IV. 

o  \ 

Length  up  to  45  Feet. 

Length  up  to  80  Feet. 

Length,  unlimited. 

Height  up 
100  Feet, 

Two  Storeys,  22  Inches. 
Three  Storeys,  18  Inches. 
Remainder,  13^  Inches. 

Two  Storeys,  26  Inches. 
Two  Storeys,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  13J  Inches. 

One  Storey,  30  Inches. 
Two  Storeys,  26  Inches. 
Two  Storeys,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  1  \  Inches. 

o  \ 

Length  up  to  45  Feet. 

Length  up  to  70  Feet. 

Length,  unlimited. 

Height  up 
90  Feet. 

Two  Storeys,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  13|  Inches. 

One  Storey,  26  Inches. 
Two  Storeys,  22  Inches. 
Two  Storeys,  IS  Inches. 
Remainder,  13^  Inches. 

One  Storey,  30  Inches. 
Two  Storeys,  26  Inches. 
One  Storey,  22  Indies. 
Two  Storeys,  18  Inches. 
Remainder,  13J  Inches. 

Length  up  to  40  Feet. 

Length  up  to  60  Feet. 

Length,  unlimited. 

||  ) 

( 

w  ) 

One  Storey,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  13^  Inches. 

Two  Storeys,  22  Inches. 
Two  Storeys.  18  Inches. 
Remainder,  13^  Inches. 

One  Storey.  26  Inches. 
Two  Storeys,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  13£  Inches. 

o  \ 

Length  up  to  40  Feet. 

Length  up  to  55  Feet. 

Length,  unlimited. 

Height  up 
70  Feet. 

Two  Storeys,  18  Inches. 
Remainder,  13g  Inches. 

One  Storey,  22  Inches. 
Two  Storeys,  18  Inches. 
Remainder,  13^  Inches. 

One  Storey,  26  Inches. 
Two  Storeys,  23  Inches. 
One  Storey,  18  Inches. 
Remainder,  13^  Inches. 

o  > 

Length  up  to  30  Feet. 

Length  up  to  50  Feet. 

Length,  unlimited. 

Height  ap 
60  Feet. 

One  Storey,  18  Inches. 
Remainder,  13£  Inches. 

Two  Storeys,  18  Inches. 
Remainder,  13|  Inches. 

One  Storey,  22  Inches. 
Two  Storeys,  18  Inches, 
Remainder,  13^  Inches. 

o 

Length  up  to  30  Feet. 

Length  up  to  45  Feet. 

Length,  unlimited. 

Pi  fc3 

S3  a; 

«  > 

Wall  below  topmost 

Storey,  13^  Inches. 
Remainder,  8J  Inches. 

One  Storey,  18  Inches. 
Rest  of  Wall  below  top- 
most Storey,  13^  Inches 
Remainder,  8£  Inches. 

One  Storey,  22  Inches. 
One  Storey,  18  Inches. 
Remainder,  13^  Inches. 

O  > 

Length  up  to  35  Feet. 

Length,  unlimited. 

Wall  below  two  topmost 
Storeys,  13£  Inches. 
Remainder,  8£  Inches. 

One  Storey,  18  Inches. 

Rest  of  Wall  below  topmost  Storey,  13^  Inches. 
Remainder,  8£  Inches. 

o  \ 

Length  up  to  35  Feet. 

Length,  unlimited. 

P 

r 

• 

Wall  below  Two  topmo.st  Storeys,  13^  Inches. 
Remainder,  8^  Inches. 

Wall  below  topmost 
Storey,  13£  Inches. 
Remainder,  8^  Inches. 

o  N 

1      Length  up  to  30  Feet. 

Length,  unlimited. 

Height  up  1 
25  Feet. 

If  not  more  than  2  storeys 

in  height.  8^  Inches. 
If  more  than  2  storeys  in 
height  wall  below,  top- 
most storey,  13^  Inches. 
Remainder  8 Inches. 

Wall  below  topmost  Storey,  13£  Inches. 
Remainder,  8£  Inches. 

• 

In  using  the  foregoing  table  the  height  of  the  wall 
is  to  be  reckoned  on  the  first  vertical  column  on  the 
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left  hand  of  the  table,  and  the  length  of  the  wall  on 
the  corresponding  horizontal  column.  The  thickness 
of  the  wall  in  each  storey  is  given  in  inches,  and 
begins  with  the  wall  from  the  base  upwards. 


SCHEDULE. 


As  to  the  Structure  and  Thickness  of  Walls  of 
the  Warehouse  Class  (referred  to  in  Bye-Law 
No.  24,  page  19). 


I. 

II. 

III. 

IV. 

Height  up  to 
100  Feet,  sj? 

Length  up  to  45  Feet.  " 
Ease  26  Inches. 

Height  up  to 
90  Feet. 

Length  up  to  45  Feet. 
Base,  26  Inches. 

If  the  wall  exceeds  45  feet  in 
1  Length,  it  shall  he  increased  in 
1  Thickness  from  the  base  up  to 
\  within  16  feet  from  the  top  of  the 
wall,  by  4^  inches  (subject  to  the 
provision   in    Bye-law    No.  24 
respecting  distribution  in  piers. 

Height  up  to 
80  Feet. 

Length  up  to  45  Feet. 
Base,  22  Inches. 

Height  up  to 
70  Feet. 

Length  up  to  45  Feet. 
Base,  22  Inches. 

J 

Height  up  to  , 
60  Feet. 

Length  up  to  45  Feet. 
Base,  22  Inches. 

Length,  unlimited. 
Base,  26  Inches. 

Heishtup  to 
50  Feet. 

Length  up  to  30  Feet. 
Base,  18  Inches. 

Length  up  to  45  Feet. 
Base,  22  Inches. 

Length,  unlimited. 
Base,  26  Inches. 

Height  up  to 
40  Feet. 

Length  up  to  35  Feet. 
Base,  13|  Inches. 

Length  up  to  45  Feet. 
Base,  18  Inches. 

Length,  unlimited. 
Base,  22  Inches. 

Height  up  to 
30  Feet. 

Length  up  to  45  Feet. 
Base,  13J  Inches. 

Length,  unlimited. 
Base,  18  Inches. 

Height  up  to 
25  Feet. 

Length,  unlimited. 
Base,  13£  Inches. 

The  last -mentioned  table  is  to  be  used  in  the  same 
manner  as  the  table  previously  given  for  the  walls 
of  dwelling-houses. 


BYE-LAWS 

MADE  BY  THE 

MAYOR,    ALDERMEN,   &  BURGESSES  OF 
THE  BOROUGH   OF  WEST  HAM, 

ACTING    BY    THE     COUNCIL,  AS    THE    UEBAN  SANITARY 
AUTHORITY    OF    THE    SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  ALTERATION  OF  BUILDINGS 

WITHIN    THE  BOROUGH. 


Interpretation  of  Terms. 

1.  — Throughout  these  bye-laws,  the  expression 
"  The  Council  "  means  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham, 
acting  by  the  Council  of  the  said  Borough. 

" Inspector"  means  any  "  Building  Inspector ;' 
for  the  time  being,  appointed  under  Section  8 
of  the  West  Ham  Local  Board  Extension  of 
Powers  Act,  1882,  or  any  Act  amending  the 
same. 

For  preventing  buildings,  which  have  been  erected  in 
accordance  with  Bye-Laws  made  under  the  Public 
Health  Acts,  from  being  altered  in  such  a  wag  that, 
if  at  first  so  constructed,  they  would  have  contravened 
the  Bye-Laws. 

2.  — Where  any  building  has  been  erected  in 
accordance  with  the  requirements  of  any  bye-law 
made  under  the  Public  Health  Acts,  either  by  the 
West  Ham  Local  Board  or  the  Council,  and  in 
force  at  the  time  of  such  erection,  no  person 
shall  alter  such  building  in  such  a  way  that  the 
same  as  altered,  would  if  at  first  so  constructed 
have  contravened  any  such  bye-laws. 
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As  to  the  giving  of  notices,  deposit  of  plans  and 
sections  b?j  pers  ms  intending  to  alter  buildings ; 
and  as  to  inspection  by  the  Council, 

3. — Every  person  who  shall  intend  to  alter  a 
building,  in  regard  to  any  matter  as  to  which  a 
bye-law  was  in  force  when  such  building  was 
erected,  shall  give  to  the  Council  notice  in  writing 
of  such  intention,  which  shall  be  delivered  or  sent 
to  their  surveyor  at  his  office,  and  shall  at  the  same 
time  deliver  or  send,  or  cause  to  be  delivered  or  sent 
to  their  surveyor  at  his  office,  complete  plans  and 
sections  of  every  such  intended  alteration,  which 
shall  be  drawn  to  a  scale  of  not  less  than  one  inch  to 
every  eight  feet,  and  shall  show  the  position,  form, 
and  dimensions  of  the  several  parts  of  such  building 
intended  to  be  altered. 

Such  person  shall  at  the  same  time  deliver  or  send, 
or  cause  to  be  delivered  or  sent,  to  the  surveyor  to 
the  Council  at  his  office,  a  description  in  writing 
of  the  materials  of  which  it  is  intended  that  the 
proposed  alteration  of  such  building  shall  be 
constructed. 

Such  person  shall  at  the  same  time  deliver  or  send, 
or  cause  to  be  delivered  or  sent,  to  the  surveyor 
to  the  Council  at  his  office,  a  block  plan  of  the 
proposed  alteration  of  such  building,  which  shall  be 
drawn  to  a  scale  of  not  less  than  one  inch  to  every 
forty -four  feet. 

4. — In  every  case: — 

Where  a  person  who  shall  alter  a  building, 
shall,  at  any  reasonable  time  during  the  progress  or 
after  the  completion  of  the  alteration  of  such 
building,  receive  from  the  surveyor  of  the 
Council  notice  in  writing  specifying  any  matters 
in  respect  of  which  the  alteration  of  such  building 
may  be  in  contravention  of  any  bye-law  relating  to 
buildings  which  was  in  force  when  such  building 
was  erected,  and  requiring  such  person  within  a 
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reasonable  time,  which  shall  be  specified  in  such 
notice,  to  cause  anything'  done  contrary  to  any  such 
bye-law  to  be  amended,  or  to  do  anything  which  by 
any  such  bye-law  may  be  required  to  be  done  but 
which  has  been  omitted  to  be  done : — 

Such  person  shall,  within  the  time  specified  in 
such  notice,  comply  with  the  several  requirements 
thereof  so  far  as  such  requirements  relate  to  matters 
in  respect  of  which  the  alteration  of  such  building, 
if  at  first  so  constructed,  would  have  been  in  con- 
travention of  any  such  bye-law. 

Such  person,  within  a  reasonable  time  after  the 
completion  of  any  work  which  may  have  been 
executed  in  accordance  with  any  such  requirement, 
shall  deliver  or  send,  or  cause  to  be  delivered 
or  sent  to  the  surveyor  of  the  Council  at  his 
office,  notice  in  writing  of  the  completion  of 
such  work,  and  shall  at  all  reasonable  times,  within 
a  period  of  seven  days  after  such  notice  shall  have 
been  so  delivered  or  sent,  afford  such  surveyor  or  an 
Inspector  free  access  to  such  work  for  the  purpose  of 
nspection. 

5. — Every  person  who  shall  alter  a  building  in 
regard  to  any  matter  as  to  which  a  bye-law  was  in 
force  when  such  building  was  first  erected  shall,  at 
all  reasonable  times,  during  the  alteration  of  such 
building,  afford  the  surveyor  of  the  Council  or  an 
Inspector  free  access  to  such  building,  for  the 
purpose  of  inspection. 


Penalty. 

6. — Every  person  who  shall  offend  against  any 
of  the  foregoing  bye-laws  shall  be  liable,  for  every 
such  offence,  to  a  penalty  of  five  pounds,  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
forty  shillings  for  each  day  after  written  notice  of 
the  offence  from  the  Council, 
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Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount 
of  the  penalty  imposed  by  this  bye-law. 


The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, ani  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the  said 
Borough,  held  on  the  26th  dag  of  July,  1892,  at  the 
Totvn  Hall,  West  Ham,  as  a  Certificate  of  the  adoption 
by  them  of  the  foregoing  series  of  Bye-laws,  with  respect 
to  the  alteration  of  Buildings. 

GEO.  HAY,  Mayor. 
FRED:  E.  HILLEARY,  Town  Cleric. 

Allowed  by  the  Local  Government  Board 
this  1st  day  of  November,  1892. 


HUGH  OWEN,  HENRY  H.  FOWLER, 

Secre  tar y .  Pres  iden  t. 


BYE-LAWS 


MADE  BY  THE 

MAYOR,    ALDERMEN,   &  BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL    OF    THE    SAID  BOROUGH, 

UNDER  THE  POWERS  CONFERRED  UPON  THEM  EY  THE 

WEST   HAM  LOCAL   BOARD  EXTENSION 
OF  POWERS  ACT,  1882. 


Interpretation  of  Terms. 

1.  — Throughout  these  Bye-Laws  the  expression 
"  The  Council"  means  the  Mayor,  Aldermen,  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  of  the  said  Borough,  and  "  Inspector" 
means  any  " Building  Inspector"  for  the  time  being 
appointed  under  Section  3  of  the  West  Ham  Local 
Board  Extension  of  Powers  Act,  1882,  or  any  Act 
amending  the  same. 

With  respect  to  supervising  and  directing  the  mode  of 
construction  of  cisterns  and  pipes  of  communication  in 
dwetling -houses  and  factories  to  prevent  the  poltution  of 
potable  water  therein. 

2.  — Every  person  who  shall  fix  or  fit  any  cistern 
in  a  dwelling-house  or  factory,  shall  cause  such 
cistern  to  be  constructed  of  slate,  stone,  galvanized 
iron,  or  other  suitable  material,  or  of  wood  lined 
with  zinc. 

He  shall  not  cause  any  such  cistern  to  be  lined 
with  lead. 

He  shall  not  cause  any  such  cistern  to  be  con- 
structed in  such  a  situation  as  to  render  any  potable 
water  therein  liable  to  pollution. 

He  shall  cause  such  cistern  to  have  a  proper  cover, 
and  to  be  constructed  in  such  a  situation  as  to  be 
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readily  and  easily  accessible  for  the  purpose  of 
cleansing  the  interior  thereof. 

With  respect  to  the  height  of  rooms  in  dwetling -houses  to 
secure  ventilation  of  such  rooms. 

3.  — Every  person  who  shall  erect  a  new  dwelling- 
house,  and  shall  construct  any  room  therein,  so  that 
it  may  be  used  for  human  habitation,  shall  comply 
with  the  following  requirements  : — 

If  such  room  is  not  intended  to  be  used  as  a 
sleeping  room,  he  shall  construct  such  room  so  that 
it  shall  be  not  less  in  any  part  thereof  than  eight  feet 
in  height. 

If  such  room  is  intended  to  be  used  as  a  sleeping 
room,  and  is  not  an  attic  or  a  room  in  the  roof  of 
such  building,  he  shall  construct  such  room  so  that 
it  shall  be  not  less  in  any  part  than  eight  feet  in 
height. 

If  such  room  is  intended  to  be  used  as  a  sleeping 
room,  and  is  an  attic  or  a  room  in  the  roof  of  such 
building,  he  shall  construct  such  room  so  that  it 
shall  be  not  less  in  any  part  than  five  feet  in  height, 
and  so  that  it  shall  to  the  extent  of  two-thirds  of  the 
superficial  area  of  the  floor  be  of  a  height  of  not  less 
than  nine  feet. 

With  respect  to  the  construction  of  hearths  and  fireplaces 
to  secure  immunity  from  fire. 

4.  — Every  person  who  shall  erect  a  new  building, 
and  shall  construct  a  fireplace  therein,  shall  cause 
every  hearth  in  connection  with  such  fireplace  to  be 
formed  of  hard  and  incombustible  material,  and  to 
extend  to  a  distance  of  at  least  six  inches  on  each 
side  of  such  fireplace  and  at  least  eighteen  inches  in 
front  of  the  chimney  breast  of  such  fireplace. 

He  shall  cause  every  such  hearth  to  be  laid  upon 
stone  or  iron  bearers,  or  upon  brick  trimmers,  and 
to  be  wholly  bedded  on  a  foundation  of  brick,  stone, 
or  other  incombustible  substance,  solidly  constructed 
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to  a  depth  of  at  least  seven  inches  beneath  the  upper 
surface  of  the  hearth. 

Provided  always  that,  in  the  case  of  a  fireplace  in 
the  lowest  storey  of  a  building,  the  health  may  be 
bedded  on  the  solid  ground  or  upon  asphalte  or 
concrete. 

Penalty. 

5. — Every  person  who  shall  offend  against  any 
of  the  foregoing  bye-laws  shall  be  liable,  for  every 
such  offence,  to  a  penalty  of  £5,  and  in  the  case  of 
a  continuing'  offence  to  a  further  penalty  of  40s.  for 
each  day  after  written  notice  of  the  offence  from 
the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount 
of  the  penalty  imposed  by  this  bye-law. 

The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the  said 
Borough,  held  on  the  26th  July,  1892,  at  the  Town 
Hall,  West  Ham,  as  a  Certificate  of  the  adoption  by 
them  of  the  foregoing  series  of  Bye-laws,  made  under 
the  Powers  conferred  upon  them  by  the  West  Ham  Local 
Board  Extension  of  Powers  Act,  1882. 

GEO.  HAY,  Mayor. 
FRED:  E.  HILLEARY,  Town  Clerk. 

Allowed  by  the  Local  Government  Board 
this  1st  day  of  November,  1892. 

HUGH  OWEN,  HENRY  II.  FOWLER, 

Secretary.  President. 


■§0voxx$\j  of  !Pe$t  $am. 


Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55). 


MADE  BY  THE  MAYOR,  ALDERMEN, 
AND  BURGESSES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY, 

WITH  RESPECT  TO 

NUISANCES 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council,  26th  day  of  July,  1892. 

LONDON : 

The  Avenue  Prkss  (Cockskdge  &  Harverson),  Stratford,  E. 

1899. 


BYE-LAWS 


MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 
OF  THE  BOROUGH  OF  WEST  HAM, 

ACTING   BY    THE    COUNCIL   AS    THE    URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH  RESPECT  TO 

NUISANCES 

WITHIN  THE  BOROUGH. 


For  the  prevention  of  nuisances  arising  from  snow, 
filth,  dust,  ashes,  and  rubbish,  and  for  the  pre- 
vention of  keeping  of  animals  on  any  premises 
so  as  to  be  injurious  to  health. 


1.  — Throughout  these  Bye-laws  the  expression, 
"  The  Council,"  means  the  Mayor,  Aldermen,  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of 
the  said  Borough. 

2.  — The  occupier  of  any  premises  fronting,  ad- 
joining, or  abutting  on  any  street  shall,  as  soon  as 
conveniently  may  be  after  the  cessation  of  any  fall 
of  snow,  remove  or  cause  to  be  removed  from  the 
footways  and  pavements  adjoining  such  premises 
all  snow  fallen  or  accumulated  on  such  footways  and 
pavements  in  such  a  manner,  and  with  such  pre- 
cautions, as  will  prevent  any  undue  accumulation 
in  any  channel  or  carriageway,  or  upon  any  paved 
crossing. 


4 


3.  — Every  person  who  shall  remove  any  snow 
from  any  premises  shall  deposit  the  same  in  such  a 
manner  and  with  such  precautions  as  to  prevent  any 
undue  accumulation  thereof  in  any  channel  or 
carriageway,  or  upon  any  paved  crossing. 

If  in  the  process  of  such  removal  any  snow 
be  deposited  upon  any  footway  or  pavement,  he 
shall  forthwith  remove  such  snow  from  such  foot- 
way or  pavement. 

4.  — Every  person  who,  for  the  purpose  of  facili- 
tating the  removal  of  any  snow  from  any  footway 
or  pavement,  shall  throw  salt  upon  such  snow  shall 
forthwith  effectually  remove  from  such  footway  or 
pavement  the  whole  of  the  deposit  resulting  from 
the  mixture  of  the  salt  with  the  snow. 

5.  — The  occupier  of  any  premises  who  shall 
remove  or  cause  to  be  removed  any  filth,  dust, 
ashes,  or  rubbish  produced  upon  his  premises  shall 
not,  in  the  process  of  removal,  deposit  such  filth, 
dust,  ashes,  or  rubbish,  or  cause  or  allow  such  filth, 
dust,  ashes,  or  rubbish  to  be  deposited  upon  any 
footway,  pavement,  or  carriageway. 

For  the  purpose  of  such  removal  he  shall  in 
every  case  use  or  cause  to  be  used  a  suitable  vessel 
or  receptacle,  cart,  or  carriage  properly  constructed 
and  furnished  with  a  sufficient  covering  so  as  to 
prevent  the  escape  of  the  contents  thereof. 

If  in  the  process  of  such  removal  any  person 
shall  slop  or  spill,  or  cause  or  allow  to  fall  upon  any 
footway,  pavement,  or  carriageway  any  such  filth, 
dust,  ashes,  or  rubbish,  he  shall  forthwith  remove 
such  filth,  dust,  ashes,  or  rubbish  from  the  place 
whereon  the  same  may  have  been  slopped  or  spilled 
or  may  have  fallen,  and  shall  immediately  thereafter 
thoroughly  sweep  or  otherwise  thoroughly  cleanse 
such  place. 
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6.  — Every  person  who,  for  the  purpose  of 
depositing  any  filth,  dust,  ashes,  or  rubbish  upon 
any  lands  or  premises,  or  for  the  purpose  of  deposit- 
ing any  dust,  ashes,  or  rubbish  in  any  receptacle 
provided  by  the  Council  for  the  temporary  deposit 
and  collection  of  dust,  ashes,  and  rubbish,  shall 
remove  such  filth,  dust,  ashes,  or  rubbish  from  any 
premises,  or  from  any  cart,  carriage,  or  other  means 
of  conveyance  across  or  along  any  footway,  pavement, 
or  carriageway,  shall  use  a  suitable  vessel  or  recep- 
tacle properly  constructed  and  furnished  with  a 
sufficient  covering  so  as  to  prevent  the  escape  of  the 
contents  thereof ;  and  shall  adopt  such  other  pre- 
cautions as  may  be  necessary  to  prevent  any  such 
filth,  dust,  ashes,  or  rubbish  from  being  slopped  or 
spilled,  or  from  falling  in  the  process  of  removal 
upon  such  footway,  pavement,  or  carriageway. 

If  in  the  process  of  such  removal,  any  such 
filth,  dust,  ashes,  or  other  rubbish  be  slopped  or 
spilled  or  fall  upon  such  footway,  pavement,  or 
carriageway,  he  shall  forthwith  remove  such  filth, 
dust,  ashes,  or  rubbish  from  the  place  whereon  the 
same  may  have  been  slopped  or  spilled,  or  may  have 
fallen,  and  shall  immediately  thereafter  thoroughly 
sweep  or  otherwise  thoroughly  cleanse  such  place. 

7.  — Every  person  who  shall  convey  any  filth, 
dust,  ashes,  or  rubbish  through  or  along  any  street 
shall  use  a  cart,  carriage,  or  other  means  of  con- 
veyance properly  constructed  and  furnished  with  a 
sufficient  covering  so  as  to  prevent  the  escape  of 
the  contents  thereof, 

If  in  the  process  of  such  conveyance  any  such- 
filth,  dust,  ashes,  or  rubbish  be  slopped  or  spilled,  or 
fall  upon  any  carriageway  or  elsewhere  in  such 
street,  he  shall  forthwith  remove  such  filth,  dust, 
ashes,  or  rubbish  from  the  place  whereon  the  same 
may  have  been  slopped  or  spilled,  or  may  have  fallen, 
and  shall  immediately  thereafter  thoroughly  sweep 
or  otherwise  thoroughly  cleanse  such  place. 
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8.  — The  owner  or  consignee  of  any  cargo,  load,  or 
collection  of  filth  which  may  have  been  conveyed,  by 
water  or  land,  to  any  place  within  the  Borough  to 
await  removal  from  such  place  by  such  owner  or 
consignee,  and  may  have  been  deposited  to  await 
such  removal  upon  any  premises  whereon  such  filth 
may  lawfully  be  deposited,  but  in  such  a  situation 
and  in  such  a  manner  that  such  filth  may  be  exposed 
without  adequate  means  of  preventing  the  emission 
of  stench  therefrom  at  a  distance  of  not  more  than 
100  yards  from  any  street  or  from  any  building  or 
premises  used  wholly  or  partly  for  human  habitation, 
or  as  a  school,  or  as  a  place  of  public  worship  or 
public  resort,  or  public  assembly,  or  from  any  build- 
ing or  premises  in  or  on  which  any  person  may  be 
employed  in  any  manufacture,  trade,  or  business, 
shall  not,  without  reasonable  excuse,  cause  or  suffer 
such  filth  to  remain  after  the  deposit  and  before  the 
removal  thereof  for  a  longer  period  than  twenty- 
four  hours. 

9.  — Every  person  who  may  have  undertaken  to 
deliver  to  the  owner  or  consignee  thereof  any  cargo, 
load,  or  collection  of  filth  which  may  have  been  con- 
veyed, by  water  or  by  land,  to  any  place  within  the 
Borough  for  the  purpose  of  being  delivered  by  such 
person  to  such  owner  or  consignee,  and  may  have 
been  deposited  to  await  such  delivery  upon  any  pre- 
mises whereon  such  filth  may  lawfully  be  deposited, 
but  in  such  a  situation  and  in  such  a  manner  that 
such  filth  may  be  exposed  without  adequate  means 
of  preventing  the  emission  of  stench  therefrom  at  a 
distance  of  not  more  than  100  yards  from  any  street, 
or  from  any  building  or  premises  used  wholly  or 
partly  for  human  habitation,  or  as  a  school,  or  as  a 
place  of  public  worship  or  of  public  resort,  or  public 
assembly,  or  from  any  building  or  premises  in  or  on 
which  any  person  may  be  employed  in  any  manufac- 
ture, trade,  or  business,  shall  not,  without  reasonable 
excuse,  cause  or  suffer  such  filth  to  remain  after  the 
deposit  and  before  the  removal  thereof  for  a  period 
of  more  than  twenty-four  hours. 
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10.  — Every  person  who,  for  any  purpose  of  agri- 
culture, shall  deposit  or  cause  to  be  deposited  upon 
any  lands  or  premises  within  the  distance  of  100 
yards  from  any  street,  or  from  any  building  or 
premises  used  wholly  or  partly  for  human  habitation, 
or  as  a  school,  or  as  a  place  of  public  worship,  or  of 
public  resort  or  public  assembly,  or  from  any  building 
or  premises  in  or  on  which  any  person  may  be 
employed  in  any  manufacture,  trade,  or  business,  any 
filth  which  may  have  been  removed  from  any  cess- 
pool, or  any  filth  which  may  have  been  removed 
from  any  privy,  or  from  any  receptacle  used  in  con- 
nection with  any  privy,  and  which  may  not  have  been 
effectually  deodorized,  shall  with  all  reasonable 
despatch,  cause  such  filth  to  be  ploughed  or  dug 
into  the  ground,  or  to  be  covered  with  a  sufficient 
layer  of  earth,  ashes,  or  other  suitable  substance,  or 
shall  adopt  such  other  precautions  as  may  be  reason- 
ably necessary  to  prevent  the  emission  of  noxious 
or  offensive  effluvia  from  such  filth. 

11.  — The  occupier  of  any  premises  shall  not  keep 
any  swine,  or  deposit  any  swines'  dung  within  the 
distance  of  100  feet  from  any  dwelling-house,  or  in 
such  a  situation  or  in  such  a  manner  as  to  pollute 
any  water  supplied  for  use,  or  used,  or  likely  to  be 
used  by  man  for  drinking  or  domestic  purposes,  or 
for  manufacturing  drinks  for  the  use  of  man,  or  any 
water  used  or  likely  to  be  used  in  any  dairy. 

12.  — The  occupier  of  any  premises  shall  not  keep 
any  cattle  or  deposit  the  dung  of  any  cattle  in  such 
a  situation  or  in  such  a  manner  as  to  pollute  any 
water  supplied  for  use,  or  used,  or  likely  to  be  used 
by  man  for  drinking  or  domestic  purposes  or  for 
manufacturing  drinks  for  the  use  of  man,  or  any 
water  used  or  likely  to  be  used  in  any  dairy. 

13.  — Every  occupier  of  a  building  or  premises 
wherein  or  whereon  any  horse  or  other  beast  of 
draught  or  burden,  or  any  cattle  or  swine  may  be 
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kept  shall  provide,  in  connection  with  such  building 
or  premises,  a  suitable  receptable  for  dung,  manure, 
soil,  filth,  or  other  offensive  or  noxious  matter  which 
may,  from  time  to  time,  be  produced  in  the  keeping 
of  any  such  animal  in  such  building  or  upon  such 
premises. 

He  shall  cause  such  receptacle  to  be  con- 
structed so  that  the  bottom  or  floor  thereof  shall  not 
in  any  case  be  lower  than  the  surface  of  the  ground 
adjoining  such  receptacle. 

He  shall  cause  such  receptacle  to  be  con- 
structed in  such  a  manner  and  of  such  materials  and 
to  be  maintained  at  all  times  in  such  a  condition  as  to 
prevent  any  escape  of  the  contents  thereof,  or  any 
soakage  therefrom  into  the  ground  or  into  the  wall 
of  any  building. 

He  shall  cause  such  receptacle  to  be  furnished 
with  a  suitable  cover,  and  when  not  required  to  be 
open,  to  be  kept  properly  covered. 

He  shall  likewise  provide  in  connection  with 
such  building  or  premises  a  sufficient  drain  con- 
structed in  such  a  manner  and  of  such  materials  and 
maintained  at  all  times  in  such  a  condition  as 
effectually  to  convey  all  urine  or  liquid  filth  or  refuse 
therefrom  into  a  sewer,  cesspool,  or  other  proper 
receptacle. 

He  shall,  once  at  least  in  every  week,  remove 
or  cause  to  be  removed  from  the  receptacle  provided 
in  accordance  with  the  requirements  of  this  Bye-law 
all  dung,  manure,  soil,  filth,  or  other  offensive  or 
noxious  matter  produced  in  or  upon  such  building 
or  premises  and  deposited  in  such  receptacle. 

14. — Every  person  who  shall  offend  against  any  of 
the  foregoing  Bye-laws  shall  be  liable  for  every  such 
offence  to  a  penalty  of  £5,  and  in  the  case  of  a  con- 
tinuing offence  to  a  further  penalty  of  40s.  for  each 
day  after  written  notice  of  the  offence  from  the 
Council. 
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Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or 
any  proceedings  may  be  taken  in  respect  of  any 
such  offence  may,  if  they  think  fit,  adjudge  the  pay- 
ment as  a  penalty  of  any  sum  less  than  the  full 
amount  of  the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

15. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-laws  the  Bye-laws  relating  to  Nuisances, 
which  were  confirmed  on  the  18th  day  of  August, 
in  the  year  One  Thousand  Eight  Hundred  and 
Eighty-one  by  the  Local  Government  Board,  shall 
be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham, 
was  affixed  hereto  at  a  Meeting  of  the  Council 
of  the  said  Borough,  held  on  the  26th  day  of 
July,  1892,  at  the  Town  Hall,  West  Ham, 
as  a  Certificate  of  the  adoption  by  them  of  the 
foregoing  series  of  Bye-laws  with  respect  to 
Nuisances. 

GEO.  HAY, 

Mayor, 

FRED  :  E.  HILLEARY, 

Town  Clerk 

Allowed  by  the  Local  Government  Board  this  first 
day  of  November,  1892. 

HENRY  H.  FOWLER, 

President 

HUGH  OWEN, 

Secretary. 


$OKon$l)  of  |ltfeet  gam. 


Public  Health  Acts  Amendment  Act,  1890 
(53  &  54  Vict.,  c.  59). 


BYE-LAWS 

MADE  BY  THE 

MAYOK,  ALDERMEN,  AND  BURGESSES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

FOR  IMPOSING  ON  OCCUPIERS  OF  PREMISES  DUTIES 
IN  CONNECTION  WITH  THE 

REMOVAL  OF  HOUSE  REFUSE 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council,  1 3th  day  of  December,  1892. 


LONDON : 

The  Avenue  Press  (Cocksedoe  and  Harverson),  Stratford. 

1899. 


§ovoxx$lj  of  |Pe*t  gam 


BYE-LAWS 

MADE  BY  THE 

COUNCIL  UNDER  SECTION  26  OF  THE 
PUBLIC  HEALTH  ACTS  AMENDMENT 
ACT,  1890. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of 
the  said  Borough. 

For  imposing  on  the  occupier  of  any  premises  duties 
in  connection  with  the  removal  of  house  refuse, 
so  as  to  facilitate  the  work  of  collection. 

2.  — The  occupier  of  any  house  or  premises  which 
is  furnished  with  a  movable  pail  or  other  receptacle 
for  house  refuse  shall  place  such  pail  or  receptacle 
outside  the  front  of  his  house  in  a  position  convenient 
for  removal  by  the  dustman  at  least  twice  in  each 
week  on  such  days  and  at  such  hours  as  may  from 
time  to  time  be  specified  in  a  resolution  passed  by 
the  Council  as  the  days  and  hours  for  the  collection 
of  house  refuse. 

Penalties. 

3.  — Every  person  who  shall  offend  against  the 
foregoing  Bye-law  shall  be  liable  for  every  such 
offence  to  a  penalty  of  five  pounds,  and  in  the  case 
of  a  continuing  offence  to  a  further  penalty  of  forty 
shillings  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 
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Provided  that  no  occupier  shall  be  liable  to  a 
penalty  until  after  a  notice  shall  have  been  served  at 
the  premises  in  his  occupation  specifying  the  times 
at  which  in  accordance  with  any  resolution  passed 
by  the  Council,  the  house  refuse  will  be  collected 
in  such  part  of  the  Borough  as  comprises  the  house 
of  such  occupier. 

Provided  also,  that  the  Justices  or  Court  before 
whom  any  complaint  may  be  made  or  any  pro- 
ceedings may  be  taken  in  respect  of  any  such  offence, 
may,  if  they  think  fit,  adjudge  the  payment  as  a 
penalty  of  any  sum  less  than  the  full  amount  of  the 
penalty  imposed  by  these  Bye-laws. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham, 
was  affixed  hereto  at  a  Meeting  of  the  Council 
of  the  said  Borough,  held  on  the  13th  day  of 
December,  1892,  at  the  Town  Hall,  West  Ham, 
as  a  Certificate  of  the  adoption  by  them  of  the 
foregoing  Bye-laws  with  respect  to  the  Removal 
of  House  Refuse. 

GEO.  W.  KIDD, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  28th 
day  of  December,  1892. 

HUGH  OWEN, 

Secretary. 

Acting  on  behalf  of  the  said  Board  under  the 
authority  of  their  General  Order,  dated  the 
26th  day  of  May,  1877. 


$ovoK$b  of  IPeet  |am. 

Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55) 

BYE-LAWS 

MADE  BY   THE  MAYOR,  ALDERMEN, 
AND  BURGESSES, 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

WITH  RESPECT  TO 

OFFENSIVE  TRADES 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council,  26th  day  of  July,  1 892. 


LONDON : 

Cbai.  Btrakkh  &  Sr^s.  Ltd.,  Btahopsgate  Avenue,  Camomile  Street  B.C. 
1892 


BYE-LAWS 


MADE  BY  THE 

MAYOE,  ALDERMEN  AND   BURGESSES  OF 
THE-  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 
WITH  RESPECT  TO 

THE  TRADE   OF  A  BLOOD-BOILER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Boiough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  blood-boiler  shall  cause  all  blood  which 
has  been  received  upon  the  premises  where  his  trade 
is  carried  on,  and  which  is  not  required  for  immediate 
use,  to  be  stored  in  such  a  manner  and  in  such  a 
situation  as  to  prevent  the  emission  of  noxious  or 
injurious  effluvia  therefrom. 

3.  — Every  blood -boiler  shall  adopt  the  best  prac- 
ticable means  of  rendering  innocuous  all  vapour 
emitted  during  the  process  of  boiling  from  the  con- 
tents of  any  pan  or  other  receptacle  upon  the  premises 
where  his  trade  is  carried  on. 

A 
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He  shall,  in  every  ease,  either  cause  the  vapour 
to  pass  directly  from  the  pan  or  receptacle  into  a 
suitable  condensing  apparatus,  or  through  a  suitable 
condensing  apparatus  and  then  through  a  fire  in  such 
manner  as  effectually  to  consume  the  vapour,  or  to 
deprive  the  same  of  all  noxious  or  injurious  properties. 


4.  — Every  blood-boiler  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connexion  with  the 
premises  where  his  trade  is  carried  on  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

5.  — Every  blood-boiler  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on,  to  the  Medical  Officer 
of  Health,  the  Inspector  of  Nuisances,  or  the  Sur- 
veyor of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 

6.  — Every  blood-boiler  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds ;  and  in  the 
case  of  a  continuing  offence,  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any  pro- 
ceedings may  be  taken  in  respect  of  any  such  offence 
may,  if  they  think  fit,  adjudge  the  payment,  as  a 
penalty,  of  any  sum  less  than  the  full  amount  of  the 
penalty  imposed  by  this  Bye-law. 


REPEAL. 

7. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
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of  a  Blood-boiler,  which  were  confirmed  on  the  6th  day 
of  January,  in  the  year  One  Thousand  Eight  Hundred 
and  Eighty  Five,  by  the  Local  Government  Board, 
shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  2Qth  dag  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of  the 
adoption  by  them  of  the  foregoing  series  of  Bye-laws 
with  respect  to  the  trade  of  a  Blood-boiler. 

GEO.  HAY, 

Mayor. 

FEED:  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOK,  ALDEEMEN  AND  BUEGESSES  OF 
THE  BOEOUGH  OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL    AS   THE    URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH 

WITH  RESPECT  TO 

THE  TEADE  OF  A  BLOOD-DEIEE, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"The  Council"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  blood- drier  shall  cause  all  blood  which 
has  been  received  upon  the  premises  where  his  trade 
is  carried  on,  and  which  is  not  required  for  immediate 
use,  to  be  stored  in  such  a  manner  and  in  such  a 
situation  as  to  prevent  the  emission  of  noxious  or 
injurious  effluvia  therefrom. 

3.  — Every  blood-drier  shall,  at  the  close  of  every 
working  day,  cause  every  floor  or  pavement  elsewhere 
than  in  that  part  of  the  premises  where  the  processes 
of  drying  and  packing  arc  carried  on  to  be  thoroughly 
washed. 
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4.  — Every  blood-drier  shall,  at  the  close  of  every 
working  day,  cause  every  vessel  or  utensil  and  every 
implement  which  has  been  in  use  during  the  day 
upon  the  premises  where  his  trade  is  carried  on,  or 
which  is  in  a  foul  or  offensive  condition  to  be 
thoroughly  cleansed. 

5.  — Every  blood- drier  shall  cause  every  part  of  the 
internal  surface  of  the  walls  of  any  building  upon 
the  premises  where  his  trade  is  carried  on,  to  be  kept 
at  all  times  in  good  order  and  repair  so  as  to  prevent 
the  absorption  therein  of  any  liquid  filth  or  refuse,  or 
any  noxious  or  injurious  matter  which  may  be  splashed 
thereon. 

6.  — Every  blood-drier  shall  adopt  the  best 
practicable  means  of  rendering  innocuous  all  vapour 
emitted  during  the  process  of  drying,  from  the 
contents  of  any  pan  or  other  receptacle  or  from  any 
kiln  or  drying  floor  upon  the  premises  where  his  trade 
is  carried  on. 

He  shall,  in  every  case,  either  cause  the  vapour 
to  pass  directly  from  the  pan  or  receptacle,  or  from 
the  kiln  or  drying  floor  into  a  suitable  condensing 
apparatus,  or  through  a  suitable  condensing  apparatus 
and  then  through  a  fire  in  such  a  manner  as  effectually 
to  consume  the  vapour,  or  to  deprive  the  same  of  all 
noxious  or  injurious  properties. 

7.  — Every  blood-drier  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 

8.  — Every  blood-drier  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially  ap- 
pointed by  the  Council  in  that  behalf,  for  the  purpose 
of  inspecting  the  premises. 
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9.  — Every  blood-drier  who  shall  offend  against 
any  of  the  foregoing  Bye-laws  shall  be  liable  for 
every  such  offence  to  a  penalty  of  five  pounds ;  and 
in  the  case  of  a  continuing  offence  to  a  further 
penalty  of  two  pounds  for  each  day  after  written 
notice  of  the  offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

10.  — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Blood-Drier,  which  were  confirmed  on  the 
6th  day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  Jidy,  1892, 
at  the  Town  Hall,  West  Ram,  as  a  Certificate  of  the 
adoption  by  them  of  the  foregoing  series  of  Bye-laws 
with  respect  to  the  trade  of  a  Blood-drier. 

GEO.  HAY, 

Mayor. 

FRED.  E.  HILLEARY, 

Town  Clerk. 
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Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLEK.  >  ^ 

President. 


HUGH  OWEN,  '  \^  / 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOK,   ALDEEMEN  AND  BUEGrESSES  OF 
THE  BOEOUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE   URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 
"WITH  RESPECT  TO 

THE  TEADE  OF  A  BONE-BOILEE, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"The  Council"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  bone-boiler  shall  cause  all  bones  which 
have  been  received  upon  the  premises  where  his 
trade  is  carried  on,  and  which  are  not  immediately 
required  for  boiling  to  be  stored  in  such  a  manner 
and  in  such  a  situation  as  to  prevent  the  emission  of 
noxious  or  injurious  effluvia  therefrom. 

3.  — Every  bone-boiler  shall,  at  the  close  of  every 
working  day,  cause  all  grease,  refuse,  or  filth  which 
may  have  been  spilled  or  splashed,  or  may  have 
fallen  or  been  deposited  upon  any  floor  or  pavement 
upon  the  premises  where  his  trade  is  carried  on,  to  be 
removed  therefrom  by  scraping  or  some  other  effectual 
means  of  cleansing. 
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4.  — Every  bone-boiler  shall  adopt  the  best  practicable 
means  of  rendering  innocuous  all  vapours  emitted, 
during  the  process  of  boiling,  from  the  contents  of 
any  j)an  or  tank,  and  all  vapour  emitted  from  any 
chamber  used  for  the  storage  of  boiled  bones  upon 
the  premises  where  his  trade  is  carried  on. 

He  shall  in  every  case,  either  cause  the  vapour 
to  pass  directly  from  the  pan,  tank  or  chamber 
into  a  suitable  condensing  apparatus  or  through  a 
suitable  condensing  apparatus  and  then  through  a  fire 
in  such  a  manner  as  effectually  to  consume  the  vapour, 
or  to  deprive  the  same  of  all  noxious  or  injurious 
properties. 

5.  — Every  bone-boiler  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient 
action. 

He  shall  cause  all  liquid  refuse,  before  being 
discharged  into  any  drain,  to  be  cooled  in  such  a 
manner  as  to  prevent  the  emission  of  noxious  or 
injurious  effluvia  therefrom. 

6.  — Every  bone-boiler  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 

7.  — Every  bone-boiler  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
offence  to  a  penalty  of  five  pounds,  and  in  the  case  of 
a  continuing  offence  to  a  further  penalty  of  two  pounds 
for  each  day  after  written  notice  of  the  offence  from 
the  Council. 
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Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any  pro- 
ceedings may  be  taken  in  respect  of  any  such  offence, 
may,  if  they  think  fit,  adjudge  the  payment,  as  a 
penalty,  of  any  sum  less  than  the  full  amount  of  the 
penalty  imposed  by  this  Bye-law. 

REPEAL. 

8.- -From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Bone-Boiler,  which  were  confirmed  on  the 
6th  day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laivs  with  respect  to  the  trade  of  a  Bone-boiler. 

GEO.  HAY, 

Mayor. 

FRED.  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOK,   ALDERMEN  and   BURGESSES  of 
THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  OF  THE  SAID  BOROUGH  AS 
THE  URBAN  SANITARY  AUTHORITY, 

"WITH  RESPECT  TO 

THE  TRADE  OF  A  FELLMONGER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"The  Council,"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — A  fellmonger  shall  not  cause  or  suffer  any  skin 
which,  by  reason  of  decomposition,  has  become  useless 
for  the  purpose  of  leather-dressing,  to  be  kept  for  a 
longer  time  than  may  be  necessary  in  any  part  of  the 
premises  where  his  trade  is  carried  on. 

3.  — Every  fellmonger  shall,  at  the  close  of  every 
working  day,  cause  every  floor  or  pavement  upon  the 
premises  where  his  trade  is  carried  on,  to  be  thoroughly 
swept. 

He  shall,  at  the  same  time,  cause  all  filth  or 
refuse  deposited  on  the  floor  or  pavement  to  be 
collected  in  suitable  vessels  or  receptacles  furnished 
with  closely  fitting  covers,  and  to  be  forthwith 
removed  therein  from  the  premises, 
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4.  — Every  fellmonger  shall  cause  the  supply  of 
water  in  every  tank  or  other  receptacle  used  upon  the 
premises  where  his  trade  is  carried  on,  for  the  washing 
or  soaking  of  any  skin  to  be  renewed  as  often  as  may 
be  necessary  to  prevent  the.  emission  of  noxious  or 
injurious  effluvia  from  the  contents  of  the  tank  or 
other  receptacle. 

5.  — Every  fellmonger  shall  cause  every  tank  or 
other  receptacle  used  upon  the  premises  where  his 
trade  is  carried  on,  for  the  washing  or  soaking  of  any 
skin  to  be  emptied  once  at  least  in  every  day. 

He  shall  cause  every  part  of  the  tank  or  other 
receptacle,  when  emptied,  to  be  thoroughly  cleansed, 
and  shall  cause  all  filth  which  has  been  removed 
therefrom  to  be  forthwith  conveyed  from  the  premises 
in  suitable  vessels  or  receptacles  furnished  with  closely 
fitting  covers. 

6.  — Every  fellmonger  shall  cause  all  waste  lime 
which  has  been  taken  out  of  any  pit  upon  the  premises 
where  his  trade  is  carried  on,  to  be  forthwith  deposited 
in  suitable  vessels  or  receptacles,  or  in  a  properly  con- 
structed cart  or  carriage  which,  when  filled  or  loaded, 
shall  be  covered  in  such  a  manner  as  to  prevent  the 
emission  of  noxious  or  injurious  effluvia  from  the 
contents  thereof,  and  shall  with  all  reasonable  despatch 
be  removed  from  the  premises. 

7.  — Every  fellmonger  shall  cause  every  floor  or 
pavement  upon  the  premises  where  his  trade  is  carried 
on,  to  be  kept  at  all  times  in  good  order  and  repair  so 
as  to  prevent  the  absorption  therein  of  any  liquid 
filth,  or  refuse,  or  any  noxious  or  injurious  matter 
which  may  fall  or  be  deposited  thereon. 

He  shall  also  cause  every  part  of  the  internal 
surface  above  the  floor  or  pavement  of  every  building 
used  for  any  process  of  his  trade  to  be  thoroughly 
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washed  with  hot  lime- wash  at  least  twice  in  every  year, 
that  is  to  say,  at  least  once  during  the  periods  between 
the  1st  and  30///  day  of  April,  and  the  1st  and  31st 
day  of  October,  respectively. 

8.  — Every  fellmonger  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

9.  — Every  fellmonger  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on,  to  the  Medical  Officer  of  Health, 
the  Inspector  of  Nuisances,  or  the  Surveyor  of  the 
Council,  or  to  any  Committee  specially  appointed  by 
the  Council  in  that  behalf,  for  the  purpose  of  inspecting 
the  premises. 

10.  — Every  fellmonger  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds,  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any  pro- 
ceedings may  be  taken  in  respect  of  any  such  offence 
may,  if  they  think  fit,  adjudge  the  payment,  as  a 
penalty,  of  any  sum  less  than  the  full  amount  of  the 
penalty  imposed  by  this  Bye-law. 


REPEAL. 

11. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Fellmonger,  which    were    confirmed   on  the 
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6th  day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Fellmonger. 

GEO.  HAY, 

Mayor. 

FRED.  E.  HILLEARY, 

Town  Cleric. 

Alloived  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary, 
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BYE-LAWS 

MADE  BY  THE 

MAYOE,   ALDERMEN  AND  BUBGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL   AS   THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  TRADE   OF  A  TANNER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council  "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority  of 
the  said  Borough. 

2.  — Every  tanner  shall,  at  the  close  of  every  working 
day,  cause  every  floor  or  pavement  upon  the  premises 
where  his  trade  is  carried  on  to  be  thoroughly  swept. 

He  shall,  at  the  same  time,  cause  all  hair, 
fleshings,  and  refuse  fragments  of  skin,  or  other 
matter  detached  from  any  hide  or  butt  to  be  collected 
and  placed  in  a  suitable  part  of  the  premises  to  await 
removal  therefrom. 

He  shall  cause  the  hair,  fleshings  and  refuse 
fragments  which  have  been  so  collected,  and  which 
are  not  intended  to  be  forthwith  subjected  to  any 
further  trade  process  upon  the  premises,  to  be 
removed  therefrom  with  all  reasonable  dispatch. 

B 
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3.  — Every  tanner  shall  cause  every  beam,  table, 
bench,  knife,  hammer,  or  other  implement  or  appa- 
ratus used  upon  the  premises  where  his  trade  is  carried 
on  for  the  purpose  of  unhairing,  fleshing,  rounding, 
scudding,  or  stocking  any  hide  or  butt  or  in  any  other 
process  of  his  trade,  to  be  cleansed  from  time  to  time 
as  often  as  may  be  necessary  to  prevent  any  accumu- 
lation of  filth  upon  the  beam,  table,  bench,  knife, 
hammer,  implement  or  apparatus. 

4.  — Every  tanner  shall  cause  all  waste  lime,  which 
has  been  taken  out  of  any  pit  upon  the  premises 
where  his  trade  is  carried  on,  to  be  forthwith  deposited 
in  suitable  vessels  or  receptacles,  or  in  a  properly  con- 
structed cart  or  carriage  which,  when  filled  or  loaded, 
shall  be  covered  in  such  a  manner  as  to  prevent  the 
emission  of  noxious  or  injurious  effluvia  from  the 
contents  thereof,  and  shall,  with  all  reasonable  dispatch, 
be  removed  from  the  premises. 

5.  — Every  tanner  shall  cause  all  filth  which  has 
been  splashed  upon  any  part  of  the  internal  surface 
of  any  wall  of  any  building  upon  the  premises  where 
his  trade  is  carried  on,  to  be  removed  by  scraping  or 
by  some  other  effectual  means  of  cleansing  at  least 
twice  in  every  year,  that  is  to  say,  at  least  once  during 
the  periods  between  the  1st  and  §lst  clay  of  March,  and 
1st  and  30 th  day  of  September,  respectively. 

He  shall,  at  the  same  time,  cause  every  part  of 
the  interior  above  the  floor  or  pavement  of  the  building 
to  be  thoroughly  washed  with  hot  lime-wash. 

6.  — Every  tanner  shall  cause  every  part  of  the 
internal  surface  of  the  walls  of  any  building  and  every 
floor  or  pavement  upon  the  premises  where  his  trade 
is  carried  on,  to  be  kept,  at  all  times,  in  good  order 
and  repair  so  as  to  prevent  the  absorption  therein  of 
any  liquid  filth  or  refuse,  or  any  noxious  or  injurious 
matter  which  may  be  splashed  or  may  fall  or  be 
deposited  thereon. 
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7.  — Every  tanner  shall  canse  every  drain  or  means 
of  drainage  upon  or  in  connection  with  the  premises 
where  his  trade  is  carried  on  to  be  maintained  at  all 
times  in  good  order  and  efficient  action. 

8.  — Every  tanner  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 

9.  — Every  tanner  who  shall  offend  against  any  of 
the  foregoing  Bye-laws  shall  be  liable  for  every  such 
offence  to  a  penalty  of  five  pounds,  and  in  the  case  of 
a  continuing  offence  to  a  further  penalty  of  two 
pounds  for  each  day  after  written  notice  of  the  offence 
from  the  Council. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  nenalty  imposed  bv  this  Bye-law, 


REPEAL. 

10. — From  and  after  the  date  of  the  confirmation  of 
these  Bye- Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Tanner,  which  were  confirmed  on  the  6th  day 
of  January,  in  the  year  One  Thousand  Eight  Hundred 
and  Eighty  Five,  by  thp.  Local  Government  Board, 
shall  be  repealed. 
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The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Tanner. 

GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS. 

MADE  BY  THE 

MAYOR,  ALDERMEN   AND   BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL    AS  THE    URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 
WITH  RESPECT  TO 

THE  TRADE  OF  A  LEATHER-DRESSER, 

WITHIN   THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  leather-dresser  shall,  at  the  close  of 
every  working  day,  cause  every  floor  or  pavement 
upon  the  premises  where  his  trade  is  carried  on,  to  be 
thoroughly  swept. 

He  shall,  at  the  same  time,  cause  all  fleshings 
and  refuse  fragments  of  skin  or  other  matter  detached 
from  any  pelt  to  be  collected  and  placed  in  a  suitable 
part  of  the  premises  to  await  removal  therefrom. 

He  shall  cause  the  fleshings  and  refuse  fragments 
which  have  been  so  collected  and  which  are  not 
intended  to  be  forthwith  subjected  to  any  further 
trade  process  upon  the  premises  to  be  removed  there- 
from with  all  reasonable  dispatch. 
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3. — Every  leather-dresser  shall  cause  every  beam  or 
board,  and  every  knife  or  other  implement  or  apparatus 
used  in  the  breaking  or  scraping  of  any  pelt  upon  the 
premises  where  his  trade  is  carried  on,  to  be  cleansed 
from  time  to  time  as  often  as  may  be  necessary  to 
prevent  any  accumulation  of  filth  upon  the  beam, 
board,  knife,  implement  or  apparatus. 


4 — Every  leather-dresser  shall  cause  every  part  of 
the  interior  and  exterior  of  every  tub  or  other  vessel 
or  receptacle  used  upon  the  premises  where  his  trade 
is  carried  on,  to  hold  a  solution  of  the  material  known 
as  "  puer  "  to  be  thoroughly  cleansed  by  scrubbing  or 
by  some  other  effectual  means  once  at  least  in  every 
week. 


5. — Every  leather-dresser  shall  cause  all  waste  lime 
which  has  been  taken  out  of  any  pit  upon  the  premises 
where  his  trade  is  carried  on,  to  be  forthwith  deposited 
in  suitable  vessels  or  receptacles,  or  in  a  properly 
constructed  cart  or  carriage  which,  when  filled  or 
loaded,  shall  be  covered  in  such  a  manner  as  to  prevent 
the  emission  of  noxious  or  injurious  effluvia  from  the 
contents  thereof,  and  shall,  with  all  reasonable  dispatch, 
be  removed  from  the  premises. 


6. — Every  leather-dresser  shall  cause  all  filth  which 
has  been  splashed  upon  any  part  of  the  internal  surface 
of  any  wall  of  any  building  upon  the  premises  where 
his  trade  is  carried  on,  to  be  removed  by  scraping  or 
by  some  other  effectual  means  of  cleansing  at  least 
twice  in  every  year,  that  is  to  say,  at  least  once  during 
the  periods  between  the  1st  and  31  st  day  of  March 
and  the  1st  and  30 th  day  of  September ,  respectively. 

He  shall,  at  the  same  time,  cause  every  part  of 
the  interior  above  the  floor  or  pavement  of  the 
building  to  be  thoroughly  washed  with  hot  lime-wash. 
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7.  — Every  leather-dresser  shall  cause  every  part  of 
the  internal  surface  of  the  walls  of  any  building  and 
every  floor  or  pavement  upon  the  premises  where  his 
trade  is  carried  on,  to  be  kept  at  all  times  in  good 
order  and  repair  so  as  to  prevent  the  absorption  therein 
of  any  liquid  filth  or  refuse,  or  any  noxious  or 
injurious  matter  which  may  be  splashed  or  may  fall 
or  be  deposited  thereon. 

8.  — Every  leather-dresser  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

9.  — Every  leather-dresser  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 

10.  — Every  leather-dresser  who  shall  offend  against 
any  of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds,  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

11.  — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  B)e-Laws  relating  to  the  Trade 
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of  a  Leather  Dresser,  which  were  confirmed  on  the 
6th  day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Leather- 
dresser. 

GEO.  HAY, 

Mayor. 

FRED:  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN   AND   BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  TRADE   OF  A  SOAP-BOILER, 

WITHIN   THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"The  Cottncilj"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by  the 
Council  as  the  Urban  Sanitary  Authority  of  the  said 
Borough. 

2.  — Every  soap-boiler  shall  cause  all  materials 
which  have  been  received  upon  the  premises  where 
his  trade  is  carried  on,  and  which  are  not  required 
for  immediate  use,  to  be  stored  in  such  a  manner  and 
in  such  a  situation  as  to  prevent  the  emission  of 
noxious  or  injurious  effluvia  therefrom. 

3.  — Every  soap-boiler  shall  adopt  the  best  practic- 
able means  of  rendering  innocuous  all  vapour  emitted, 
during  the  process  of  melting  or  boiling  any  materials, 
from  the  contents  of  any  cask,  tank  or  pan  upon  the 
premises  where  his  trade  is  carried  on. 
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He  shall,  in  every  case,  cause  the  vapour  to  pass 
directly  from  the  cask,  tank  or  pan,  through  a  fire,  or 
into  a  suitable  condensing  apparatus,  or  through  a 
suitable  condensing  apparatus  and  then  through  a  fire 
in  such  a  manner  as  effectually  to  consume  the  vapour, 
or  to  deprive  the  same  of  all  noxious  or  injurious 
properties. 

4.  — Every  soap-boiler  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connexion  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

5.  — Every  soap-boiler  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on,  to  the  Medical  Officer  of  Health, 
the  Inspector  of  Nuisances,  or  the  Surveyor  of  the 
Council,  or  to  any  Committee  specially  appointed  by 
the  Council  in  that  behalf,  for  the  purpose  of  inspect- 
ing the  premises. 

6.  — Every  soap-boiler  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds ;  and  in  case 
of  a  continuing  offence  to  a  further  penalty  of  two 
pounds  for  each  day  after  written  notice  of  the  offence 
from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 


REPEAL. 

7.—  From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
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of  a  Soap-boiler,  which  were  confirmed  on  the  6th  day 
of  January,  in  the  year  One  Thousand  Eight  Hundred 
and  Eighty  Five,  by  the  Local  Government  Board, 
shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July ,  1892, 
at  the  Town  Ball,  West  Bam,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Soap-boiler. 


Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 


Mayor. 


FRED  ;  E.  HILLEARY 


Town  Clerk. 


HENRY  H.  FOWLER, 


President. 


HUGH  OWEN, 


Secretary. 


) 
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BYE-LAWS 

MADE   BY  THE 

MAYOR,  ALDERMEN  AND    BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING   BY    THE    COUNCIL    AS    THE    URBAN  SANITARY 
AUTHORITY  OP  THE  SAID  BOROUGH, 
"WITH  RESPECT  TO 

THE  TRADE  OF  A  TALLOW-MELTER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"The  Council"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  tallow-melter  shall  cause  all  materials 
which  have  been  received  upon  the  premises  where 
his  trade  is  carried  on,  and  which  are  not  immediately 
required  for  melting,  to  be  stored  in  such  a  manner 
and  in  such  a  situation  as  to  prevent  the  emission  of 
noxious  or  injurious  effluvia  therefrom. 

3.  — Every  tallow-melter  shall,  at  the  close  of  every 
working  day,  cause  all  tallow,  grease,  refuse  or  filth 
which  has  been  spilled  or  splashed,  or  has  fallen  or 
been  deposited  upon  any  floor  or  pavement  upon  the 
premises  where  his  trade  is  carried  on,  to  be  removed 
therefrom  by  scraping  or  some  other  effectual  means 
of  cleansing. 

4.  — Every  tallow-melter  shall  cause  the  internal 
surface  of  every  wall  of   any  building   upon  the 
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premises  where  his  trade  is  carried  on,  to  he 
thoroughly  cleansed,  and  after  heing  so  cleansed  to  he 
thoroughly  washed  with  hot  lime- wash  twice  at  least 
in  every  year,  that  is  to  say,  at  least  once  during  the 
periods  between  the  1st  and  31st  day  of  March,  and 
the  1st  and  30th  day  of  September,  respectively. 

5.  — Every  tallow-melter  shall  cause  every  part  of 
the  internal  surface  of  the  walls  of  any  building  and 
every  floor  or  pavement  upon  the  premises  where  his 
trade  is  carried  on,  to  be  kept  at  all  times  in  good 
order  and  repair,  so  as  to  prevent  the  absorption 
therein  of  any  liquid  filth,  or  refuse,  or  any  noxious 
or  injurious  matter  which  may  be  splashed  or  may  fall 
or  be  deposited  thereon. 

6.  — Every  tallow-melter  shall  adopt  the  best 
practical  means  of  rendering  innocuous  all  vapour 
emitted  during  the  process  of  melting  from  the 
contents  of  any  pan  upon  the  premises  where  his  trade 
is  carried  on. 

He  shall  in  every  case  either  cause  the  vapour 
to  pass  directly  from  the  pan  through  a  fire,  or  into  a 
suitable  condensing  apparatus,  or  through  a  suitable 
condensing  apparatus  and  then  through  a  fire  in  such 
a  manner  as  effectually  to  consume  the  vapour,  or  to 
deprive  the  same  of  all  noxious  or  injurious  properties. 

7.  — Every  tallow-melter  shall  cause  every  drain 
or  means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 

8.  — Every  tallow-melter  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 
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9. — Every  tallow-molter  who  shall  offend  against 
any  of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds ;  and  in  the 
ease  of  a  continuing  offence  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made,  or  any 
proceedings  may  be  taken,  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 


10. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Tallow-melter,  which  were  confirmed  on  the 
6th  day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Tallow- 


REPEAL. 


melter. 


GEO.  HAY 


FRED:  E.  HILLEARY 


Mayor, 


Town  Clerk. 
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Allowed  by  Ihe  Local  Government  Board  this  first  day 
of November 1892. 


HENRY  H.  FOWLER, 

President, 


HUGH  OWEN, 

Secretary. 


L.S. 
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BYE-LAWS 

MADE  BY  THE 

MAYOE,  ALDEEMEN  AND   BUEGESSES  OF 
THE  BOEOUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY" 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WirH  RESPECT  TO 

THE  TRADE  OF  A   FAT-MELTEE  OE  FAT- 
EXTEACTOE, 

WITHIN  THE  BOROUGH. 


Interpretation, 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham  acting  by  the 
Council  as  the  Urban  Sanitary  Authority  of  the  said 
Borough. 

2.  — Every  fat-melter  or  fat-extractor  shall  cause  all 
materials  which  have  been  received  upon  the  premises 
where  his  trade  is  carried  on,  and  which  are  not 
immediately  required  for  melting  or  extracting  to  be 
stored  in  such  a  manner  and  in  such  a  situation  as  to 
prevent  the  emission  of  noxious  or  injurious  effluvia 
therefrom. 

3.  — Every  fat-melter  or  fat-extractor  shall,  at  the 
close  of  every  working  day,  cause  all  fat,  tallow, 
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grease,  refuse  or  filth  which  has  been  spilled  or 
splashed,  or  has  fallen  or  been  deposited  upon  any 
floor  or  pavement  upon  the  premises  where  his  trade 
is  carried  on,  to  be  removed  therefrom  by  scraping  or 
some  other  effectual  means  of  cleansing. 

4.  — Every  fat-melter  or  fat-extractor  shall  cause 
the  internal  surface  of  every  wall  of  any  building 
upon  the  premises  where  his  trade  is  carried  on,  to  be 
thoroughly  cleansed,  and,  after  being  so  cleansed,  to 
be  thoroughly  washed  with  hot  lime-wash  twice  at 
least  in  every  year,  that  is  to  say,  at  least  once  during 
the  periods  between  the  1st  and  31st  day  of  March 
and  the  1st  and  30^  day  of  September  respectively. 

5.  — Every  fat-melter  or  fat-extractor  shall  cause 
every  part  of  the  internal  surface  of  the  walls  of  any 
building  and  every  floor  or  pavement  upon  the  premises 
where  his  trade  is  carried  on,  to  be  kept  at  all  times 
in  good  order  and  repair  so  as  to  prevent  the  absorp- 
tion therein  of  any  liquid  filth,  or  refuse,  or  any 
noxious  or  injurious  matter  which  may  be  splashed  or 
may  fall  or  be  deposited  thereon. 

6.  — Every  fat-melter  or  fat-extractor  shall  adopt 
the  best  practicable  means  of  rendering  innocuous  all 
vapour  emitted,  during  the  process  of  melting  or 
extracting,  or  during  the  process  of  greaves  pressing, 
from  the  contents  of  any  pan  or  press  upon  the 
premises  where  his  trade  is  carried  on. 

He  shall,  in  every  case,  either  cause  the  vapour 
to  pass  directly  from  the  pan  or  press  through  a  fire, 
into  a  suitable  condensing  apparatus  or  through  a 
suitable  condensing  apparatus  and  then  through  a 
fire  in  such  a  manner  as  effectually  to  consume  the 
vapour,  or  to  deprive  the  same  of  all  noxious  or  in- 
jurious properties. 
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7. — Every  fat-mclter  or  fat-extractor  shall  cause 
every  drain  or  means  of  drainage  upon  or  in  connexion 
with  the  premises  where  his  trade  is  carried  on,  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 


8. — Every  fat-melter  or  fat-extractor  shall,  at  all 
reasonable  times,  afford  free  access  to  every  part  of 
the  premises  where  his  trade  is  carried  on,  to  the 
Medical  Officer  of  Health,  the  Inspector  of  Nuisances, 
or  the  Surveyor  of  the  Council,  or  to  any  Committee 
specially  appointed  by  the  Council  in  that  behalf,  for 
the  purpose  of  inspecting  the  premises. 


9. — Every  fat-melter  or  fat-extractor  who  shall 
offend  against  any  of  the  foregoing  Bye -laws  shall  be 
liable  for  every  such  offence  to  a  penalty  of  five 
pounds ;  and  in  the  case  of  a  continuing  offence  to  a 
further  penalty  of  two  pounds  for  each  day  after 
written  notice  of  the  offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 


REPEAL. 

10. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-laws  relating  to  the  Trade 
of  a  Fat-melter  or  Fat-extractor,  which  were  con- 
firmed on  the  6th  day  of  January,  in  the  year  One 
Thousand  Eight  Hundred  and  Eighty  Five,  by  the 
Local  Government  Board,  shall  be  repealed. 

02 
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The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham  ,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1899, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Fat-mclter 
or  Fat-extractor. 


GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 


Allowed  by  the  Local  Government  Board  this  first  day 
of  November >  1892. 

HENRY  H.  FOWLER, 

President. 


HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN  AND   BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY   OF  THE  SAID  BOROUGH, 

"WITH  RESPECT  TO 

THE  TRADE  OF  A  TRIPE-BOILER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
k'The  Council,"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — Every  tripe-boiler  shall,  at  the  close  of  every 
working  day,  cause  every  floor  or  pavement  upon 
the  premises  where  his  trade  is  carried  on  to  be 
thoroughly  washed. 

3.  — Every  tripe-boiler  shall,  at  the  close  of  every 
working  day,  cause  every  bench  or  table  used  upon 
the  premises  where  his  trade  is  carried  on,  for  the 
scraping  of  any  tripe  to  be  thoroughly  cleansed  by 
scrubbing  or  by  some  other  effectual  means. 
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4. — Every  tripe-boiler  shall,  at  the  close  of  every 
working  day,  cause  all  filth  which  has  been  splashed 
upon  any  part  of  the  internal  surface  of  any  wall  of 
any  building  upon  the  premises  where  his  trade  is 
carried  on,  to  be  removed  by  washing  or  by  some 
other  effectual  means. 

He  shall  also  cause  every  part  of  the  interior 
above  the  floor  or  pavement  of  the  building  to  be 
thoroughly  washed  with  hot  lime  wash  four  times  at 
least  in  every  year,  that  is  to  say,  at  least  once  during 
the  periods  between  the  1st  and  31st  day  of  March, 
the  1st  and  30 th  day  of  June,  the  1st  and  30  th  day  of 
September,  and  the  1st  and  31  st  day  of  December 
respectively. 

5. — Every  tripe-boiler  shall  provide  a  sufficient 
number  of  vessels  or  receptacles,  properly  constructed 
of  galvanized  iron,  or  of  some  other  non-absorbent 
material,  and  furnished  with  closely  fitting  covers,  for 
the  purpose  of  receiving  and  conveying  from  the 
premises  where  his  trade  is  carried  on,  manure, 
garbage,  inedible  offal,  filth  or  refuse. 

He  shall,  at  the  close  of  every  working  day, 
cause  all  manure,  garbage,  inedible  offal,  filth  or 
refuse  which  has  fallen  or  been  deposited  upon  any 
part  of  the  premises  and  which  is  not  intended  to  be 
forthwith  subjected  to  any  further  trade  process  upon 
the  premises  to  be  collected  in  the  vessels  or  receptacles 
and  to  be  removed  from  the  premises  with  all  reason- 
able dispatch. 

He  shall  cause  the  several  vessels  or  receptacles, 
when  not  in  actual  use,  to  be  kept  thoroughly  clean. 

6. — Every  tripe-boiler  shall  cause  every  part  of 
the  internal  surface  of  the  walls  of  any  building,  aud 
every  floor  or  pavement  upon  the  premises  where  his 
trade  is  carried  on,  to  be  kept  at  all  times  in  good 
order  and  repair  so  as  to  prevent  the  absorption  therein 
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of  any  liquid  filth  or  refuse,  or  any  noxious  or  injurious 
matter  which  may  be  splashed  or  may  fall  or  be 
deposited  thereon. 

7.  — Every  tripe-boiler  shall  adopt  the  best  practic- 
able means  of  rendering  innocuous  all  vapour  emitted 
during  the  process  of  boiling,  from  the  contents 
of  any  pan  upon  the  premises  where  his  trade  is 
carried  on. 

He  shall,  in  every  case,  either  cause  the  vapour 
to  pass  directly  from  the  pan  through  a  fire,  or  into  a 
suitable  condensing  apparatus,  or  through  a  suitable 
condensing  apparatus,  and  then  through  a  fire  in  such 
a  manner  as  effectually  to  consume  the  vapour,  or  to 
deprive  the  same  of  all  noxious  or  injurious  properties. 

8.  — Every  tripe-boiler  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connexion  with  the 
premises  where  his  trade  is  carried  on,  to  be  maintained 
at  all  times  in  good  order  and  efficient  action. 

He  shall  cause  all  liquid  refuse,  before  being 
discharged  into  any  drain,  to  be  cooled  in  such  a  manner 
as  to  prevent  the  emission  of  noxious  or  injurious 
effluvia  therefrom. 

9.  — Every  tripe-boiler  shall,  at  all  reasonable  times, 
afford  free  access  to  every  part  of  the  premises  where 
his  trade  is  carried  on  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor  of 
the  Council,  or  to  any  Committee  specially  appointed 
by  the  Council  in  that  behalf,  for  the  purpose  of 
inspecting  the  premises. 

10.  — Every  tripe-boiler  who  shall  offend  against 
any  of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds ;  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 
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Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or 
any  proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL, 

11. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Tripe-boiler,  which  were  confirmed  on  the 
6  th  day  of  January,  in  the  year  One  Thou  band  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26  th  dag  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Tripe-boiler. 

GEO.  HAY, 

Mayor. 

FRED:  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE   BY  THE 

MAYOR,  ALDERMEN  AND   BURGESSES  OF 
THE  BOROUGH   OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL    AS    THE   URBAN  SANITARY 
AUTHORITY    OF    THE    SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  TRADE  OF  A  GLUE-MAKER, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
u  The  Council"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority 
of  the  said  Borough. 

2.  — A  glue-maker  shall  not  cause  or  suffer  any 
moist  materials  which,  by  reason  of  decomposition, 
have  become  useless  for  the  purpose  of  glue-making 
to  be  kept  for  a  longer  time  than  may  be  necessary 
in  any  part  of  the  premises  where  his  trade  is  carried 
on. 

3.  — Every  glue-maker  shall  cause  all  moist 
materials  which  have  been  received  upon  the 
premises  where  his  trade  is  carried  on,  and  which 
are  not  required  for  immediate  use,  to  be  stored  in 
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such  a  manner  and  in  such  a  situation  as  to  prevent 
the  emission  of  noxious  or  injurious  effluvia  there- 
from. 

He  shall,  where  practicable,  cause  the  materials 
to  be  dried  before  being  deposited  in  that  part  of  the 
premises  which  has  been  appropriated  for  the  storage 
thereof. 

In  every  case,  where  by  reason  of  the  state 
of  the  weather  or  for  any  other  sufficient  cause  it 
may  be  impracticable  to  dry  the  materials,  he  shall 
cause  the  several  pieces  to  be  subjected  to  the  action 
of  a  sufficient  quantity  of  milk  of  lime,  and  to  be 
closely  stacked. 

4.  — Every  glue-maker  shall  cause  all  scutch, 
residue,  or  refuse  which  has  been  removed  from 
any  boiling  pan  upon  the  premises  where  his  trade 
is  carried  on,  and  which  is  not  intended  to  be  forth- 
with subjected  to  any  further  trade  process  upon  the 
premises  to  be  deposited,  immediately  after  removal 
from  the  pan,  in  a  suitable  chamber  or  shed,  and  in 
such  a  manner  as  to  prevent  the  emission  of  any 
noxious  or  injurious  effluvia  from  the  scutch,  residue, 
or  refuse  so  deposited ;  or  to  be  placed,  immediately 
after  removal  from  the  pan,  in  bags  or  sacks,  casks 
or  barrels,  which,  when  filled,  shall  be  closed  and 
fastened  or  covered  in  such  a  manner  as  to  prevent 
the  emission  of  noxious  or  injurious  effluvia  from  the* 
contents  thereof. 

In  every  case  where  the  scutch,  residue,  or 
refuse  has  been  deposited  in  a  chamber  or  shed,  he 
shall  cause  all  the  contents  thereof  to  be  removed 
from  the  premises  within  forty-eight  hours  after  the 
deposit  of  the  same  in  the  chamber  or  shed. 

5.  — Every  glue-maker  shall,  at  the  close  of  every 
working  day,  cause  every  floor  or  pavement  upon 
the  premises  where  his  trade  is  carried  on,  to  be 
thoroughly  swept. 
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He  shall  cause  every  floor  or  pavement  else- 
where than  in  that  part  of  the  premises  where  the 
processes  of  drying  and  packing  are  carried  on,  to  be 
thoroughly  washed  one  at  least  in  every  week. 


6. — Every  glue-maker  shall,  at  the  close  of  every 
working  day,  cause  every  fragment  of  glue,  or  of  any 
material  used  in  glue-making,  which  has  fallen  or 
been  deposited  upon  any  part  of  the  premises  where 
his  trade  is  carried  on,  to  be  collected  and  placed  in 
a  suitable  receptacle. 


7. — Every  glue-maker  shall  cause  the  interior  and 
exterior  of  every  boiling  pan,  and  of  every  tank,  vat, 
trough  or  other  receptacle  upon  the  premises  where 
his  trade  is  carried  on,  to  be  thoroughly  cleansed  from 
time  to  time  as  often  as  may  be  necessary  to  prevent 
any  accumulation  of  filth  in  or  upon  the  pan,  tank, 
vat,  trough  or  receptacle. 


8. — Every  glue-maker  shall  cause  all  waste  lime, 
which  has  been  taken  out  of  any  pit  upon  the 
premises  where  his  trade  is  carried  on,  to  be  forth- 
with deposited  in  suitable  vessels  or  receptacles,  or  in 
a  properly  constructed  cart  or  carriage  which,  when 
filled  or  loaded,  shall  be  covered  in  such  a  manner  as 
to  prevent  the  emission  of  noxious  or  injurious 
effluvia  from  the  contents  thereof,  and  shall,  with  all 
reasonable  dispatch,  be  removed  from  the  premises. 


9. — Every  glue-maker  shall  cause  every  floor  or 
pavement  upon  the  premises  where  his  trade  is 
carried  on,  to  be  kept  at  all  times  in  good  order  and 
repair  so  as  to  prevent  the  absorption  therein  of  any 
liquid  filth  or  refuse,  or  any  noxious  or  injurious 
matter  which  may  fall  or  be  deposited  thereon. 
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He  shall  cause  every  part  of  the  internal  surface 
of  the  walls  and  the  ceiling  of  any  building  used  for  the 
process  of  boiling,  cooling,  cutting,  or  washing  to  be 
thoroughly  washed  with  hot  lime  wash  during  the 
period  between  the  1st  and  31^  day  of  March  in 
every  year. 

10.  — Every  glue-maker  shall  adopt  the  best  practi- 
cable means  of  rendering  innocuous  all  gas  or  vapour 
emitted  during  the  process  of  boiling,  from  the 
contents  of  any  pan  upon  the  premises  where  his 
trade  is  carried  on. 

He  shall,  in  every  case,  either  cause  the  gas  or 
vapour  to  pass  directly  from  the  pan  into  a  suitable 
condensing  apparatus  or  through  a  suitable  condensing 
apparatus,  and  then  through  a  fire  in  such  a  manner 
as  effectually  to  consume  the  gas  or  vapour,  or  to 
deprive  the  same  of  all  noxious  or  injurious  properties. 

11.  — Every  glue-maker  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

12.  — Every  glue-maker  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on  to  the  Medical  Officer 
of  Health,  the  Inspector  of  Nuisances  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially  appointed 
by  the  Council  in  that  behalf,  for  the  purpose  of 
inspecting  the  premises. 

13.  — Every  glue-maker  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds ;  and  in  the 
case  of  a  continuing  offence  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 
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Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  loss  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

14. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye- Laws  relating  to  the  Trade 
of  a  Glue-maker,  which  were  confirmed  on  the  6th  day 
of  January,  in  the  year  One  Thousand  Eight  Hundred 
and  Eighty  Five,  by  the  Local  Government  Board, 
shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mat/or,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26  th  dag  of  July 1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Glue-maker. 

GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES  OF 
THE  BOKOUGH  OF  WEST  HAM. 

ACTING  BY  THE  COUNCIL  AS  THE  UEBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  TRADE  OF  A  SIZE-MAKEK, 

WITHIN  THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
u  The  Council"  means  the  Mayor,  Aldermen,  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
said  Borough. 

2.  — A  size-maker  shall  not  cause  or  suffer  any  moist 
materials  which,  by  reason  of  decomposition,  have 
become  useless  for  the  purpose  of  size-making  to  be 
kept  for  a  longer  time  than  may  be  necessary  in  any 
part  of  the  premises  where  his  trade  is  carried  on. 

3.  — Every  size-maker  shall  cause  all  moist  materials 
which  have  been  received  upon  the  premises  where 
his  trade  is  carried  on,  and  which  are  not  required  for 
immediate  use,  to  be  stored  in  such  a  manner  and  in 
such  a  situation  as  to  prevenl  the  emission  of  noxious 
or  injurious  effluvia  therefrom. 
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He  shall,  where  practicable,  cause  the  materials 
to  be  dried  before  being  deposited  in  that  part  of  the 
premises  which  has  been  appropriated  for  the  storage 
thereof. 

In  every  case  where  by  reason  of  the  state  of 
the  weather  or  for  any  other  sufficient  cause  it  may  be 
impracticable  to  dry  the  materials,  he  shall  cause  the 
several  pieces  to  be  subjected  to  the  action  of  a 
sufficient  quantity  of  milk  of  lime,  and  to  be  closely 
stacked. 

4.  — Every  size-maker  shall  cause  all  scutch,  residue, 
or  refuse  which  has  been  removed  from  any  boiling 
pan  upon  the  premises  where  his  trade  is  carried  on, 
and  which  is  not  intended  to  be  forthwith  subjected 
to  any  further  trade  process  upon  the  premises,  to  be 
deposited,  immediately  after  removal  from  the  pan,  in 
a  suitable  chamber  or  shed,  and  in  such  a  manner  as 
to  prevent  the  emission  of  any  noxious  or  injurious 
effluvia  from  the  scutch,  residue,  or  refuse  so  de- 
posited ;  or  to  be  placed,  immediately  after  removal 
from  the  pan,  in  bags  or  sacks,  casks  or  barrels,  which, 
when  filled,  shall  be  closed  and  fastened  or  covered  in 
such  a  manner  as  to  prevent  the  emission  of  noxious 
or  injurious  effluvia  from  the  contents  thereof. 

In  every  case,  where  the  scutch,  residue,  or 
refuse  has  been  deposited  in  a  chamber  or  shed,  he 
shall  cause  all  the  contents  thereof  to  be  removed  from 
the  premises  within  forty-eight  hours  after  the  deposit 
of  the  same  in  the  chamber  or  shed. 

5.  — Every  size-maker  shall,  at  the  close  of  every 
working  day,  cause  every  floor  or  pavement  upon  the 
premises  where  his  trade  is  carried  on  to  be  thoroughly 
swept. 

He  shall  cause  every  floor  or  pavement,  else- 
where than  in  that  part  of  the  premises  where  the 
processes  of  drying  and  packing  are  carried  on,  to  be 
thoroughly  washed  once  at  least  in  every  week. 
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6.  — Every  size-maker  shall,  at  the  close  of  every 
working  day,  cause  every  fragment  of  size,  or  of  any 
material  used  in  size-making,  which  has  fallen  or  been 
deposited  upon  any  part  of  the  premises  where  his 
trade  is  carried  on,  to  be  collected  and  placed  in  a 
suitable  receptacle. 

7.  — Every  size-maker  shall  cause  the  interior  and 
exterior  of  every  boiling  pan,  and  of  every  tank,  vat, 
trough  or  other  receptacle  upon  the  premises  where 
his  trade  is  carried  on,  to  be  thoroughly  cleansed  from 
time  to  time  as  often  as  may  be  necessary  to  prevent 
any  accumulation  of  filth  in  or  upon  the  pan,  tank, 
vat,  trough  or  receptacle. 

8.  — Every  size-maker  shall  cause  all  waste  lime 
which  has  been  taken  out  of  any  pit  upon  the  premises 
where  his  trade  is  carried  on  to  be  forthwith  deposited 
in  suitable  vessels  or  receptacles,  or  in  a  properly- 
constructed  cart  or  carriage,  which,  when  filled  or 
loaded,  shall  be  covered  in  such  a  manner  as  to  prevent 
the  emission  of  noxious  or  injurious  effluvia  from  the 
contents  thereof,  and  shall,  with  all  reasonable 
dispatch,  be  removed  from  the  premises. 

9.  — Every  size-maker  shall  cause  every  floor  or 
pavement  upon  the  premises  where  his  trade  is  carried 
on  to  be  kept  at  all  times  in  good  order  and  repair 
so  as  to  prevent  the  absorption  therein  of  any  liquid 
filth  or  refuse,  or  any  noxious  or  injurious  matter 
which  may  fall  or  be  deposited  thereon. 

He  shall  cause  every  part  of  the  internal  surface 
of  the  walls  and  ceiling  of  any  building  used  for  the 
process  of  boiling,  cooling,  cutting  or  packing,  to  be 
thoroughly  washed  with  hot  lime- wash  during  the 
period  between  the  1st  and  31s£  day  of  March  in 
every  year. 

D 


52 


10.  — Every  size-maker  shall  adopt  the  best  prac- 
ticable means  of  rendering  innocnons  all  gas  or  vapour 
emitted,  during  the  process  of  boiling,  from  the  con- 
tents of  any  pan  upon  the  premises  where  his  trade  is 
carried  on. 

He  shall,  in  every  case,  either  cause  the  gas  or 
vapour  to  pass  directly  from  the  pan  into  a  suitable 
condensing  apparatus,  or  through  a  suitable  condensing 
apparatus  and  then  through  a  fire  in  such  a  manner  as 
to  effectually  consume  the  gas  or  vapour,  or  to  deprive 
the  same  of  all  noxious  or  injurious  properties. 

11.  — Every  size-maker  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

12.  — Every  size-maker  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially  appointed 
by  the  Council  in  that  behalf,  for  the  purpose  of 
inspecting  the  premises. 

13.  — Every  size-maker  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds,  and,  in  the 
case  of  a  continuing  offence,  to  a  further  penalty  of 
two  pounds  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or 
any  proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 
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REPEAL. 

14. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Size-maker,  which  were  confirmed  on  the  6th 
day  of  January,  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Governmen  t 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July r,  1892, 
at  the  Toion  Rail,  West  Ram,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  respect  to  the  trade  of  a  Size-maker, 

GEO  HAY, 

Mayor. 

FRED:  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN  AND   BURGESSES  OF 
THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH  RESPECT  TO 

THE  TRADE  OF  A  GUT-SCRAPER, 

WITHIN    THE  BOROUGH. 


Interpretation. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council,"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by 
the  Council  as  the  Urban  Sanitary  Authority  of  the 
Borough. 

2.  — Every  gut-scraper  shall  cause  all  undried  guts 
which  have  been  received  upon  the  premises  where 
his  trade  is  carried  on,  and  which  are  not  required 
for  immediate  use  to  be  placed  in  suitable  vessels  or 
receptacles,  properly  constructed  of  galvanized  iron 
or  of  some  other  non-absorbent  material,  and  furnished 
with  closely  fitting  covers. 

He  shall  cause  the  several  vessels  or  receptacles  in 
which  the  guts  have  been  placed,  to  be  covered  and 
to  be  kept  covered  until  it  becomes  necessary  to 
remove  the  contents  for  actual  use. 
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3.  — Every  gut-scraper  shall,  at  frequent  intervals 
during  every  working  clay,  cause  every  floor  or  pave- 
ment upon  the  premises  where  his  trade  is  carried  on, 
to  be  thoroughly  swept  and  to  be  copiously  sprinkled 
or  washed  with  an  effective  deodorant  powder  or 
solution. 

4.  —  Every  gut-scraper  shall,  at  the  close  of  every 
working  day  cause  every  floor  or  pavement  upon  the 
premises  where  his  trade  is  carried  on,  to  be 
thoroughly  cleansed. 

He  shall,  at  the  same  time,  cause  all  refuse  frag- 
ments of  gut,  or  other  matter  detached  in  the  process 
of  scraping,  and  all  garbage,  filth  or  other  offensive 
matter  to  be  collected  and  placed  in  suitable  vessels 
or  receptacles,  properly  constructed  of  galvanized  iron 
or  of  some  other  non-absorbent  material,  and  furnished 
with  closely  fitting  covers,  and  containing  a  sufficient 
quantity  of  a  deodorant  solution. 

He  shall  cause  the  several  vessels  or  receptacles, 
when  filled,  to  be  covered,  and  shall  cause  the  vessels 
or  receptacles  with  the  contents  thereof  to  be  forth- 
with removed  from  the  premises. 

He  shall  also  cause  every  vessel  or  receptacle,  when 
not  in  actual  use,  to  be  kept  thoroughly  clean. 

5.  — Every  gut-scraper  shall,  at  the  close  of  every 
working  day,  cause  every  bench  or  table,  every  tub, 
vessel  or  utensil,  and  every  implement  which  has  been 
in  use  during  the  day  upon  the  premises  where  his 
trade  is  carried  on,  or  which  is  in  a  foul  or  offensive 
condition  to  be  thoroughly  cleansed  with  water  con- 
taining a  deodorant. 

6.  — Every  gut-scraper  shall,  at  the  close  of  every 
working  day,  cause  all  filth  or  refuse  which  has  been 
splashed  upon  any  part  of  the  internal  surface  of  any 
wall  of  any  building  upon  the  premises  where  his 
trade  is  carried  on,  to  be  removed  by  scraping  or  by 
some  other  effectual  means. 
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7.  — Every  gut-scraper  shall  cause  the  ceiling  and 
the  internal  surface  of  every  wall  above  the  floor  or 
pavement  of  any  building  upon  the  premises  where 
his  trade  is  carried  on,  to  be  thoroughly  washed  with 
hot  lime-wash  four  times  at  least  in  evert/  //ear,  that  is 
to  say,  at  least  once  during  the  periods  between  the 
1st  and  31st  day  of  March,  the  1st  and  30th  day  of 
June,  the  1st  and  30th  day  of  September,  and  the  1st 
and  31st  day  of  December,  respectively. 

8.  — Every  gut-scraper  shall  cause  every  part  of 
the  internal  surface  of  the  Avails  of  any  building  and 
every  floor  or  pavement  upon  the  premises  where  his 
trade  is  carried  on,  to  be  kept  at  all  times  in  good 
order  and  repair,  so  as  to  prevent  the  absorption 
therein  of  any  liquid  filth  or  refuse,  or  any  noxious 
or  injurious  matter  which  may  be  splashed  or  may 
fall  or  be  deposited  thereon. 

9.  — Every  gut-scraper  shall  cause  every  drain  or 
means  of  drainage  upon  or  in  connection  with  the 
premises  where  his  trade  is  carried  on,  to  be  main- 
tained at  all  times  in  good  order  and  efficient  action. 

10.  — Every  gut-scraper  shall,  at  all  reasonable 
times,  afford  free  access  to  every  part  of  the  premises 
where  his  trade  is  carried  on,  to  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council,  or  to  any  Committee  specially 
appointed  by  the  Council  in  that  behalf,  for  the 
purpose  of  inspecting  the  premises. 

11.  — Every  gut-scraper  Avho  shall  offend  against 
any  of  the  foregoing  .Bye-laws  shall  be  liable  for 
every  such  offence  to  a  penalty  of  five  pounds,  and 
in  the  case  of  a  continuing  offence  to  a  further  penalty 
of  two  pounds  for  each  day  after  written  notice  of 
the  offence  from  the  Council. 
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Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment, 
as  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

i 

REPEAL. 

12. — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  the  Trade 
of  a  Gut-scraper,  which  were  confirmed  on  the 
6th  day  of  Januar}^  in  the  year  One  Thousand  Eight 
Hundred  and  Eighty  Five,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  July,  1892, 
at  the  Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laivs  with  respect  to  the  trade  of  a  Gut-scraper, 

GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 

Alloived  by  the  Local  Government  Board,  this  first  day 
of  November,  1892. 

HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 


Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55). 
Towns  Improvements  Clauses  Act,  1847 
(10  &  11  Vict.,  c.  34). 


BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

WITH  RESPECT  TO 

SLAUGHTER-HOUSES 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council, ISth  day  of  December,  1892. 


LONDON  : 

The  Avenue  Press  (Cocksedge  and  Harverson),  Stratford,  E. 

1899. 
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BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN  AND  BURGESSES 
OF  THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH   RESPECT  TO 

SLAUG-HTEB-HOUSES 

WITHIN  THE  BOROUGH. 


Interpretation  of  Terms. 

1.  — Throughout  these  Bye-laws  the  expression 
"  The  Council  "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority 
of  the  said  Borough. 

For  the  licensing,  registering  and  inspection  of 
slaughter-houses,  for  preventing  cruelty  therein, 
for  keeping  the  same  in  a  cleanly  arid  proper 
state,  for  removing  filth  at  least  once  in  every 
twenty  four  hours, and  requiring  such  slaughter- 
houses to  be  provided  with  a  sufficient  supply 
of  water. 

2.  — Every  person  who  shall  apply  to  the  Council 
for  a  license  for  the  erection  of  any  premises  to  be 
used  and  occupied  as  a  slaughter-house  shall  fun li si  1 
in  the  form  No.  1  in  the  Appendix  hereto  a  true 
statement  of  the  particulars  therein  required  t<>  be 
specified. 
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3.  - — Every  person  who  shall  apply  to  the  Council 
for  a  license  for  the  use  and  occupation  of  any 
premises  as  a  slaughter-house  shall  furnish  in  the 
form  No.  2  in  the  Appendix  hereto  a  true  statement 
of  the  particulars  therein  required  to  be  specified. 

4.  — Every  person  to  whom  the  Council  may  have 
resolved  that  a  license  be  granted  to  erect  premises 
)  for  use  and  occupation  as  a  slaughter-house  shall  be 
entitled  to  receive  from  the  Council  a  license  in  the 
form  No.  3  in  the  Appendix  hereto,  or  to  the  like 
effect. 

5.  — Every  person  to  whom  the  Council  may  have 
resolved  that  a  license  be  granted  for  the  use  and 
occupation  of  any  premises  as  a  slaughter-house  shall 
be  entitled  to  receive  from  the  Council  a  license  in 
the  form  No.  4  in  the  Appendix  hereto,  or  to  the 
like  effect. 

6.  — Every  person  who  may  have  obtained  from  the 
Council,  in  accordance  with  the  provisions  of  the 
Bye -law  in  that  behalf,  a  license  to  erect  any  premises 
for  use  and  occupation  as  a  slaughter-house,  or  a 
license  for  the  use  and  occupation  of  any  premises  as 
a  slaughter-house,  shall  register  such  premises  at 
the  office  of  the  Council. 

He  shall,  for  such  purpose,  apply,  by  notice  in 
writing  addressed  to  the  Town  Clerk,  to  register  such 
premises  ;  and  thereupon  it  shall  be  the  duty  of  the 
Town  Clerk,  within  a  reasonable  time  after  the 
receipt  of  such  notice  in  writing,  to  enter  in  a  book 
to  be  provided  by  the  Council  in  the  form  No.  5 
in  the  Appendix  hereto,  the  particulars  therein 
required  to  be  specified. 

7.  — Every  occupier  of  a  slaughter-house  shall,  at 
all  reasonable  times,  afford  free  access  to  every  part 
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of  the  premises  to  the  Medical  Officer  of  Health,  the 
Inspector  of  Nuisances,  or  the  Surveyor  of  the 
Council,  or  to  any  committee  specially  appointed  by 
the  Council  in  that  behalf,  for  the  purpose  of 
inspecting  such  premises. 

8.  — Every  occupier  of  a  slaughter-house  shall 
cause  every  animal  brought  to  such  slaughter-house 
for  the  purpose  of  being  slaughtered,  and  confined  in 
any  pound,  stall,  pen,  or  lair  upon  the  premises 
previously  to  being  slaughtered,  to  be  provided 
during  such  confinement  with  a  sufficient  quantity 
of  wholesome  water. 

9.  — Every  occupier  of  a  slaughter-house  and  every 
servant  of  such  occupier  and  every  other  person 
employed  upon  the  premises  in  the  slaughtering  of 
cattle  shall,  before  proceeding  to  slaughter  any  bull, 
ox,  cow,  heifer,  or  steer,  cause  the  head  of  such 
animal  to  be  securely  fastened  so  as  to  enable  such 
animal  to  be  felled  with  as  little  pain  or  suffering  as 
practicable,  and  shall,  in  the  process  of  slaughtering 
any  animal,  use  such  instruments  and  appliances,  and 
adopt  such  method  of  slaughtering  and  otherwise  take 
such  precautions  as  may  be  requisite  to  secure  the 
infliction  of  as  little  pain  or  suffering  as  practicable. 

10.  — Every  occupier  of  a  slaughter-house  shall 
cause  the  means  of  ventilation  provided  in  or  in 
connection  with  such  slaughter-house  to  be  kept  at  all 
times  in  proper  order  and  efficient  action ;  and  so  that 
the  ventilation  shall  be  by  direct  communication 
with  the  external  air. 

11.  — Every  occupier  of  a  slaughter-house  shall 
cause  the  drainage  provided  in  or  in  connection  with 
such  slaughter-house  to  be  kept  at  all  times  in  proper 
order  and  efficient  action. 

12.  — Every  occupier  of  a  slaughter-house  shall 
cause  every  part  of  the  internal  surface  of  the  walls 
and  every  part  of  the  floor  or  pavement  of  such 


6 


slaughter-house  to  be  kept  at  all  times  in  good  order 
and  repair,  so  as  to  prevent  the  absorption  therein  of 
any  blood  or  liquid  refuse  or  filth  which  may  be 
spilled  or  splashed  thereon,  or  any  offensive  or 
noxious  matter  which  may  be  deposited  thereon  or 
brought  in  contact  therewith. 

He  shall  cause  every  part  of  the  internal 
surface  above  the  floor  or  pavement  of  such  slaughter- 
house to  be  thoroughly  washed  with  hot  lime-wash 
at  least  four  times  in  every  year ;  that  is  to  say,  at 
least  once  during  the  periods  between  the  first  and 
tenth  of  March,  the  first  and  tenth  of  June,  the  first 
and  tenth  of  September,  and  the  first  and  tenth  of 
December  respectively. 

He  shall  cause  every  part  of  the  floor  or 
pavement  of  such  slaughter-house  and  every  part  of 
the  internal  surface  of  every  wall  on  which  any  blood 
or  liquid  refuse  or  filth  may  have  been  spilled  or 
splashed,  or  with  which  any  offensive  or  noxious 
matter  may  have  been  brought  in  contact  during  the 
process  of  slaughtering  or  dressing  in  such  slaughter- 
house, to  be  thoroughly  washed  and  cleansed  within 
three  hours  after  the  completion  of  such  slaughtering 
or  dressing. 

13. — An  occupier  of  a  slaughter-house  shall  not  at 
any  time  keep  any  dog,  or  cause  or  suffer  any  dog  to 
be  kept  in  such  slaughter-house. 

He  shall  not  at  any  time  keep,  or  cause  or 
suffer  to  be  kept  in  such  slaughter-house  any  animal 
of  which  the  flesh  may  be  used  for  the  food  of  man. 
unless  such  animal  be  so  kept  in  preparation  for  the 
slaughtering  thereof  upon  the  premises. 

He  shall  not  at  any  time  keep  any  cattle,  or 
cause  or  suffer  any  cattle  to  be  kept  in  such  slaughter- 
house for  alonger  period  than  may  be  necessary  for 
the  purpose  of  preparing  such  cattle,  whether  by 
fasting  or  otherwise,  for  the  process  of  slaughtering. 
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If,  at  any  time,  he  keep,  or  suffer  to  be  kept  in 
such  slaughter-house  any  cattle  for  the  purpose  of 
preparation,  whether  by  fasting  or  otherwise,  for  the 
purpose  of  slaughtering,  he  shall  not  cause  or  suffer 
such  cattle  to  be  confined  elsewhere  than  in  the 
pounds,  stalls,  pens,  or  lairs  provided  on  the  premises. 

14.  — Every  occupier  of  a  slaughter-house  shall 
cause  the  hide  or  skin,  fat,  and  offal  of  every  animal 
slaughtered  on  the  premises  to  be  removed  therefrom 
within  twenty-four  hours  after  the  completion  of  the 
slaughtering  of  such  animal. 

15.  — Every  occupier  of  a  slaughter-house  shall 
cause  the  means  of  water  supply  provided  in  or  in 
connection  with  such  slaughter-house  to  be  kept,  at  all 
times,  in  proper  order  and  efficient  action,  and  shall 
provide  for  use  on  the  premises  a  sufficient  supply  of 
water  for  the  purpose  of  thoroughly  washing  and 
cleansing  the  floor  or  pavement,  every  part  of  the 
internal  surface  of  every  wall  of  such  slaughter-house, 
and  every  vessel  or  receptacle  which  may  be  used  for 
the  collection  and  removal  from  such  slaughter-house 
of  any  blood,  manure,  garbage,  filth,  or  other  refuse 
products  of  the  slaughtering  of  any  cattle  or  the 
dressing  of  any  carcase  on  the  premises. 

16.  — Every  occupier  of  a  slaughter-house  shall 
provide  a  sufficient  number  of  vessels  or  receptacles, 
properly  constructed  of  galvanized  iron  or  other  non- 
absorbent  material,  and  furnished  with  closely  fitting 
covers,  for  the  purpose  of  receiving  and  conveying 
from  such  slaughter-house  all  blood,  manure,  garbage, 
filth,  or  other  refuse  products  of  the  slaughtering  of 
any  cattle  or  the  dressing  of  any  carcase  on  the 
premises. 

He  shall  forthwith  upon  the  completion  of  the 
slaughtering  of  any  cattle  or  the  dressing  of  any 
carcase  in  such  slaughter-house  cause  such  blood, 
manure,  garbage,  filth,  or  other  refuse  products,  to  be 
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collected  and  deposited  in  such  vessels  or  receptacles, 
and  shall  cause  all  the  contents  of  such  vessels  or 
receptacles  to  be  removed  from  the  premises  at  least 
once  in  every  twenty-four  hours. 

He  shall  cause  every  such  vessel  or  receptacle 
to  be  thoroughly  cleansed  immediately  after  such 
vessel  or  receptacle  shall  have  been  used  for  such 
collection  and  removal,  and  shall  cause  every  such 
vessel  or  receptacle  when  not  in  actual  use  to  be  kept 
thoroughly  clean. 

17.  — Every  person  who  shall  offend  against  any  of 
the  foregoing  Bye-laws  for  the  registering  and 
inspection  of  slaughter-houses,  for  preventing  cruelty 
therein,  for  keeping  the  same  in  a  cleanly  and  proper 
state,  for  removing  filth  at  least  once  in  every 
twenty-four  hours,  and  for  requiring  such  slaughter- 
houses to  be  provided  with  a  sufficient  supply  of 
water,  shall  be  liable  for  every  such  offence  to  a 
penalty  of  Jive  pounds,  and  in  the  case  of  a  con- 
tinuing nuisance  to  a  penalty  of  ten  shillings  for 
every  day  during  which  such  nuisance  shall  be 
continued  after  the  conviction  for  the  first  offence  : 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment 
as  a  penalty  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

18,  — From  and  after  the  date  of  the  confirmation  of 
these  Bye-Laws  the  Bye-Laws  relating  to  slaughter- 
houses, which  were  confirmed  on  the  18th  day  of 
August,  in  the  year  One  Thousand  Eight  Hundred 
and  Eighty  One,  by  the  Local  Government  Board, 
shall  be  repealed. 
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APPENDIX 


Form  No.  1. 
APPLICATION  FOR  A  LICENSE 

TO  ERECT  PREMISES  FOR  USE  AND  OCCUPATION  AS  A 
SLA  UGHTER-HOUSE. 

To  the  Council  of  the  Borough  of  West  Ham  j 

I,  ,  of 

,  do  hereby  apply  to  you  for  a  license, 
in  pursuance  of  the  statutory  provisions  in  that  behalf,  for  the 
erection  of  certain  premises  to  be  used  and  occupied  as  a 
slaughter-house ;  and  I  do  hereby  declare  that  to  the  best  of 
my  knowledge  and  belief  the  Schedule  hereunto  annexed 
contains  a  true  statement  of  the  several  particulars  therein  set 
forth  with  respect  to  the  said  premises. 

SCHEDULE. 


1.  Boundaries,  area,  and  de- 

scription of  the  proposed 
site  of  the  premises  to  be 
erected  for  use  and  occu- 
pation as  a  slaughter- 
house. 

2.  Description  of  the  premises 
to  be  erected  on  such  site  : 

(a)  Nature,  position, 
form,  superficial  area  and 
cubical  contents  of  the 
several  buildings  therein 
comprised. 

(b)  Extent  of  paved  area 
in  such  buildings,  and 
materials  to  be  employed 
in  the  paving  of  such  area. 

(c)  Mode  of  construction 
of  the  internal  surface  of 
the  walls  of  such  building, 
and  materials  to  be  em- 
ployed in  such  construction. 

(d)  Means  of  water 
supply,  position,  form, 
materials,  mode  of  con- 
struction and  capacity  of 
the  several  cisterns,  tanks, 
or  other  receptacles  for 
water  to  be  constructed  for 
permanent  use  in  or  upon 
the  premises. 
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(e)  Means  of  drainage 
—  position,  size,  materials, 
and  mode  of  construction 
of  the  several  drains. 

(/)  Means  of  lighting 
and  ventilation. 

(g)  Means  of  access  from 
the  nearest  street  or  public 
thoroughfare. 

(h)  Number,  position,  and 
dimensions  of  the  several 
stalls,  pens,  or  lairs  to  be 
provided  on  the  premises. 

(i)  Number  of  animals 
for  which  accommodation 
will  be  provided  in  such 
stalls,  pens,  or  lairs,  dis- 
tinguishing— 

1.  Oxen, 

2.  Calves. 

3.  Sheep  or  Lambs. 

4.  Swine. 


Witness  my  hand  this  day  of  18 

(Signature  of  Applicant.) 
(Address  of  Applicant.) 


Form  No.  2. 
APPLICATION  FOR  A  LICENSE 

FOR  THE  USE  AND  OCCUPATION  OF  PREMISES  AS.  A 
SLA  UGHTER-HOUSE. 

To  the  Council  of  the  Borough  of  West  Ham  , 

I,  ,  of 

,  do  hereby  apply  to  you  for  a  license, 
in  pursuance  of  the  statutory  provisions  in  that  behalf,  for  the  use 
and  occupation  as  a  slaughter-house  of  the  premises  hereinafter 
described ;  and  I  do  hereby  declare  that  to  the  best  of  my 
knowledge  and  belief  the  Schedule  hereunto  annexed  contains  a 
true  statement  of  the  several  particulars  therein  set  forth  with 
respect  to  the  said  premises. 
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SCHEDULE. 


1.  Situation  and  boundaries 
of  the  premises  to  be 
used  and  occupied  as  a 
slaughter-house. 


2.  Christian  name,  surname, 
and  address  of  the  owner 
of  the  premises. 


3.  Nature  and  conditions  of 
applicant's  tenure  of  the 
premises  : 

(a)  For  what  term  ;  and 
whether  by  lease  or  other- 
wise. 

(b)  Whether  applicant  is 
sole  owner,  lessee,or  tenant ; 
or  whether  applicant  is 
jointly  interested  with  any 
other  person  or  persons,  and 
if  so,  with  whom. 


4.  Description  of  the  premises : 

(a)  Nature, position,form, 
superficial  area  and  cubi- 
cal contents  of  the  several 
buildings  therein  com- 
prised. 

(b)  Extent  of  paved  area 
in  such  buildings,  and 
materials  employed  in  the 
paving  of  such  area. 

(c)  Mode  of  construction 
of  the  internal  surface  of 
the  walls  of  such  buildings 
and  materials  employed  in 
such  construction. 

(d)  Means  of  water-supply 
— position,  form,  materials, 
mode  of  construction  and 
capacity  of  the  several 
cisterns,  tanks,  or  recep- 
tacles for  water,  constructed 
for  permanent  use  in  or 
upon  the  premises. 
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(e)  Means  of  drainage, 
— position,  size,  materials, 
and  mode  of  construction  of 
the  several  drains. 

(/)  Means  of  lighting 
and  ventilation 

(g)  Means  of  access  for 
cattle  from  the  nearest 
street  or  public  thorough- 
fare. 

(h)  Number,  position, 
and  dimensions  of  the 
several  stalls,  pens,  or  lairs, 
provided  on  the  premises. 

(i)  Number  of  animals 
for  which  accommodation 
will  be  provided  in  such 
stalls,  pens,  or  lairs,  dis- 
tinguishing— 

L  Oxen. 

2.  Calves. 

3.  Sheep  or  Lambs. 

4.  Swine. 


Witness  my  hand  this  day  of  18 

(Signature  of  Applicant.) 
(Address  of  Applicant.) 


Form  No.  3. 


LICENSE 

To  erect  premises  for  use  and  occupation  as  a 
Slaughter-house. 

No.  of  \  

License  J 

Eeference  to  I  

Folio  in  Eegister  j 

Borough  of  West  Ham. 

Whereas  application  has  been  made  to  us,  the  Mayor, 
Aldermen  and  Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority  for  the  said 
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Borough  by 

of  ,  for  a  license  to  erect  on  a 

site  within  the  said  Borough  certain  premises  for  use  and 
occupation  as  a  slaughter-house  : 

Now,  we,  the  said  Council,  in  pursuance  of  the  powers 
conferred  upon  us  by  the  statutory  provisions  in  that  behalf,  do 
hereby  license  the  said  > 
of  ,  to  erect  for 

use  and  occupation  as  a  slaughter-house  upon  the  site  defined  or 
described  in  the  Schedule  hereunto  annexed,  the  premises 
whereof  the  description  is  set  forth  in  the  said  Schedule. 

SCHEDULE. 


Boundaries,  area,  and  description 
of  the  proposed  site  of  the 
premises  to  be  erected  for  use 
and  occupation  as  a  slaughter-house. 


Description  of  the  premises  to  be 

erected  for  use  and 
occupation  as  a  slaughter-house. 


0 


In  witness  whereof,  we  have  caused  our  Corporate  Common 
Seal  to  be  affixed  hereto  this  day  of 

One  Thousand  Eight  Hundred  and 

The  Corporate  Common  \ 
Seal    was    affixed  hereto 
pursuant  to  a  resolution  of 
the    Council  the  day  and 
year  above  written. 

Mayor. 
Town  Clerk. 
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Form  No.  4. 


LICENSE 

For  the  use  and  occupation  of  premises  as  a 
Slaughter-house. 

No.  of  \  

License  / 

Reference  to  \  

Folio  in  Register  J 

Borough  of  West  Ham. 

Whereas  application  has  been  made  to  us,  the  Mayor, 
Aldermen  and  Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority  for  the  said 
Borough,  by  ,  of 

,  for  a  license  for  the  use  and  occupation  of  certain 
premises  as  a  slaughter-house. 

Now,  we,  the  said  Council,  in  pursuance  of  the  powers 
conferred  upon  us  by  the  statutory  provisions  in  that  behalf, 
do  hereby  license  the  said  ,  of 

,  ,  to  use  and  occupy 

as  a  slaughter-house  the  premises  whereof  the  situation  and 
description  are  set  forth  in  the  Schedule  hereunto  annexed,  from 
the  date  hereafter  written,  until  the  day  of 

,  inclusive, 

SCHEDULE. 


Situation  of  the  premises  to  be  used 
and  occupied  as  a  slaughter-house, 


Description  of  the  premises  to  be  used 
and  occupied  as  slaughter-house. 
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In  witness  whereof,  we  have  caused  our  Corporate  Common 
Seal  to  be  affixed  hereto  this 
One  Thousand  Eight  Hundred  and 

The  Corporate  Common  , 
Seal    was    affixed  hereto 
pursuant  to  a  resolution  of  - 
the   Council  the  day  and 
year  above  written.  ' 


The  attention  of  the  holder  of  this  license  is 
hereby  called  to  the  fact,  that  by  the  Public  Health 
Acts  Amendment  Act,  1890,  it  is  provided  : — 

Section  30.  "Upon  any  change  of  occupation  of  any  building 
registered  or  licensed  for  use  and  used  as  a  slaughter-house,  the 
person  thereupon  becoming  the  occupier  or  joint  occupier  shall 
give  notice  in  writing  of  the  change  of  occupation  to  the  Inspector 
of  Nuisances. 

A  person  who  fails  or  neglects  to  give  such  notice  within 
one  month  after  the  change  of  occupation  occurs,  shall  be  liable 
to  a  penalty  not  exceeding  five  pounds. 


Form  No.  5. 


REGISTER  OF  SLAUGHTER-HOUSES. 


day  of 


0 


Mayor. 
Town  Clerk. 


BOROUGH  OF  WEST  HAM. 


No.  of  license. 

Situation   of  slaughter- 
house. 

Christian  name,  surname, 
and  address  of  owner  or 
proprietor  of  slaughter- 
house. 

Christian  name,  surname, 
and  address  of  occupier 
of  slaughter-house. 

Number  of  animals 
for  which  accommodation 
is  provided  on  the 
premises. 

Date  of  grant  of  license. 

Date  of  expiry  of  license . 

Date  of  registration. 
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The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham  was  affixed  hereto  at  a  Meeting  of  the 
Council  of  the  said  Borough,  held  on  the  13th, 
day  of  December,  1892,  at  the  Town  Hall, 
West  Ham,  as  a  Certicate  of  the  adoption  by 
them  of  the  foregoing  series  of  Bye-laws  tvith 
respect  to  Slaughter-houses. 

GEO.  W.  KIDD, 

Mayor. 

FEED  :  E.  HILLEAKY, 

Town  Clerk. 

Alloived  by  the  Local  Government  Board  this  28th 
day  of  December,  1892. 

HUGH  OWEN, 

Secretary. 

Acting  on  behalf  of  the  said  Board  under  the  authority 
of  their  General  Order,  dated  the  26th  day  oj  May, 
1877. 


$0von$lj  of  pte#t  $atn 


Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55). 
Towns  Improvements  Clauses  Act,  1847 
(10  &  11  Vict.,  c.  34). 


BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

WITH  RESPECT  TO 

KNACKERS'-YARDS 

within  the  borough. 
Approved  by  the  Council,  13th  day  of  December,  1892. 


LONDON : 

The  Avenue  Press  (Cocksedge  and  Harverson),  Stratford,  E. 

1899. 


BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN  AND  BURGESSES 
OF  THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE   URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

WITH    RESPECT  TO 

WITHIN  THE  BOROUGH. 


Interpretation  of  Terms. 

1.  — Throughout  these  Bye-laws  the  expression  . 
"  The  Council "  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority 
of  the  said  Borough. 

For  the  licensing,  registering  and  inspection  of 
knackers' -yards,  for  preventing  cruelty  therein, 
for  keeping  the  same  in  a  cleanly  and  proper 
state,  for  removing  filth  at  least  once  in  every 
twenty  four  hours,  and  requiring  such  knackers' - 
yards  to  be  provided  with  a  sufficient  sxLpply 
of  water. 

2.  — Every  person  who  shall  apply  to  the  Council 
for  a  license  for  the  erection  of  any  premises  to  be 
used  and  occupied  as  a  knacker's-yard  shall  furnish 
in  the  form  No.  1  in  the  Appendix  hereto  a  true 
statement  of  the  particulars  therein  required  to  be 
specified. 
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3.  — Every  person  who  shall  apply  to  the  Council 
for  a  license  for  the  use  and  occupation  of  any 
premises  as  a  knacker's-yard  shall  furnish  in  the 
form  No.  2  in  the  Appendix  hereto  a  true  statement 
of  the  particulars  therein  required  to  be  specified. 

4.  — Every  person  to  whom  the  Council  may  have 
resolved  that  a  license  be  granted  to  erect  premises 
for  use  and  occupation  as.  a  knacker's-yard  shall  be 
entitled  to  receive  from  the  Council  a  license  in  the 
form  No.  3  in  the  Appendix  hereto,  or  to  the  like 
effect. 

5.  — Every  person  to  whom  the  Council  may  have 
resolved  that  a  license  be  granted  for  the  use  and 
occupation  of  any  premises  as  a  knacker's-yard  shall 
be  entitled  to  receive  from  the  Council  a  license  in 
the  form  No.  4  in  the  Appendix  hereto,  or  to  the 
like  effect. 

6.  — Every  person  who  may  have  obtained  from  the 
Council,  in  accordance  with  the  provisions  of  the 
Bye -law  in  that  behalf,  a  license  to  erect  any  premises 
for  use  and  occupation  as  a  knacker's-yard,  or  a 
license  for  the  use  and  occupation  of  any  premises  as 
a  knacker's-yard,  shall  register  such  premises  at 
the  office  of  the  Council. 

He  shall,  for  such  purpose,  apply,  by  notice  in 
writing  addressed  to  the  Town  Clerk,  to  register  such 
premises  ;  and  thereupon  it  shall  be  the  duty  of  the 
Town  Clerk,  within  a  reasonable  time  after  the 
receipt  of  such  notice  in  writing,  to  enter  in  a  book 
to  be  provided  by  the  Council  in  the  form  No.  5 
in  the  Appendix  hereto,  the  particulars  therein 
required  to  be  specified. 

7.  — Every  occupier  of  a  knacker's-yard  shall,  at 
all  reasonable  times,  afford  free  access  to  every  part 
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of  the  premises  to  the  Medical  Officer  of  Health,  the 
Inspector  of  Nuisances,  or  the  Surveyor  of  the 
Council,  or  to  any  committee  specially  appointed  by 
the  Council  in  that  behalf,  for  the  purpose  of 
inspecting  such  premises. 

8.  — Every  occupier  of  a  knacker's-yard  shall  cause 
every  animal  brought  to  such  knacker's-yard  for  the 
purpose  of  being  slaughtered,  and  confined  in  any 
stall,  upon  the  premises  previously  to  being 
slaughtered,  to  be  provided  during  such  confinement 
with  a  sufficient  quantityof  wholesome  water. 

9.  — Every  occupier  of  a  knacker's-yard  and  every 
servant  of  such  occupier  and  every  other  person 
employed  upon  the  premises  shall,  in  the  process 
of  slaughtering  any  animal,  use  such  instruments  and 
appliances,  and  adopt  such  method  of  slaughtering 
and  otherwise  take  such  precautions  as  may  be 
requisite  to  secure  the  infliction  of  as  little  pain  or 
suffering  as  practicable. 

10.  — Every  occupier  of  a  knacker's-yard  shall 
cause  the  means  of  ventilation  provided  in  or  in 
connection  with  such  knacker's-yard  to  be  kept  at  all 
times  in  proper  order  and  efficient  action ;  and  so  that 
the  ventilation  shall  be  by  direct  communication 
with  the  external  air. 

11.  — Every  occupier  of  a  knacker's-yard  shall 
cause  the  drainage  provided  in  or  in  connection  with 
such  knacker's-yard  to  be  kept  at  all  times  in  proper 
order  and  efficient  action. 


12. — Every  occupier  of  a  knacker's-yard  shall 
cause  every  part  of  the  internal  surface  of  the  walls 
and  every  part  of  the  floor  or  pavement  of  such 
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knacker's-yard  to  be  kept  at  all  times  in  good  order 
and  repair,  so  as"  to  prevent  the  absorption  therein  of  * 
any  blood  or  liquid  refuse  or  filth  which  may  be 
spilled  or  splashed  thereon,  or  any  offensive  or 
noxious  matter  which  may  be  deposited  thereon  or 
brought  in  contact  therewith. 


He  shall  cause  every  part  of  the  internal 
surface  above  the  floor  or  pavement  of  such  knacker's- 
yard  to  be  thoroughly  washed  with  hot  lime -wash 
at  least  four  times  in  every  year ;  that  is  to  say,  at 
least  once  during  the  periods  between  the^rs^  and 
tenth  of  March,  the  first  and  tenth  of  June,  the  first 
and  tenth  of  September,  and  the  first  and  tenth  of 
December  respectively. 


He  shall  cause  every  part  of  the  floor  or 
pavement  of  such  knacker's-yard  and  every  part  of 
the  internal  surface  of  every  wall  on  which  any  blood 
or  liquid  refuse  or  filth  may  have  been  spilled  or 
splashed,  or  with  which  any  offensive  or  noxious 
matter  may  have  been  brought  in  contact  during  the 
process  of  slaughtering  or  dressing  in  such  knacker's- 
yard,  to  be  thoroughly  washed  and  cleansed  within 
three  hours  after  the  completion  of  such  slaughtering 
or  dressing. 

13. — An  occupier  of  a  knacker's-yard  shall  not  at 
any  time  keep  or  cause  or  suffer  to  be  kept  in  such 
knacker's-yard  any  animal  of  which  the  flesh  may 
be  used  for  the  food  of  man. 


He  shall  not  at  any  time  keep  any  animal,  or 
cause  or  suffer  any  animal  to  be  kept  in  such  knacker's- 
yard  for  a  longer  period  than  may  be  necessary  for 
the  purpose  of  preparing  such  animal  for  the  process 
of  slaughtering. 
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14. — Every  occupier  of  a  knacker's-yard  shall 
cause  the  hide  or  skin,  fat,  and  offal  of  every  animal 
slaughtered  on  the  premises  to  be  removed  therefrom 
within  twenty-four  hours  after  the  completion  of  the 
slaughtering  of  such  animal. 


15. — Every  >  occupier  of  a  knacker's-yard  shall 
cause  the  means  of  water  supply  provided  in  or  in 
connection  with  such  knacker's-yard  to  be  kept,  at  all 
times,  in  proper  order  and  efficient  action,  and  shall 
provide  for  use  on  the  premises  a  sufficient  supply  of 
water  for  the  purpose  of  thoroughly  washing  and 
cleansing  the  floor  or  pavement,  every  part  of  the 
internal  surface  of  every  wall  of  such  knacker's-yard 
and  every  vessel  or  receptacle  which  may  be  used  for 
the  collection  and  removal  from  such  knacker's-yard 
of  any  blood,  manure,  garbage,  filth,  or  other  refuse 
products  of  the  slaughtering  of  any  animal  on  the 
premises. 


16. — Every  occupier  of  a  knacker's-yard  shall 
provide  a  sufficient  number  of  vessels  or  receptacles, 
properly  constructed  of  galvanized  iron  or  other  non- 
absorbent  material,  and  furnished  with  closely  fitting 
covers,  for  the  purpose  of  receiving  and  conveying 
from  such  knacker's-yard  all  blood,  manure,  garbage, 
filth,  or  other  refuse  products  of  the  slaughtering  of 
any  animal  on  the  premises. 


He  shall  forthwith  upon  the  completion  of  the 
slaughtering  of  any  animal  in  such  knacker's-yard 
cause  such  blood,  manure,  garbage,  filth,  or  other 
refuse  products,  to  be  collected  and  deposited  in  such 
vessels  or  receptacles,  and  shall  cause  all  the  contents 
of  such  vessels  or  receptacles  to  be  removed  from 
the  premises  at  least  once  in  every  twenty-four 
hours. 
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He  shall  cause  every  such  vessel  or  receptacle 
to  be  thoroughly  cleansed  immediately  after  such 
vessel  or  receptacle  shall  have  been  used  for  such 
collection  and  removal,  and  shall  cause  every  such 
vessel  or  receptacle  when  not  in  actual  use  to  be  kept 
thoroughly  clean. 

17. — Every  person  who  shall  offend  against  any  of 
the  foregoing  Bye -laws  for  the  registering  and 
inspection  of  knackers'-yards,  for  preventing  cruelty 
therein,  for  keeping  the  same  in  a  cleanly  and  proper 
state,  for  removing  filth  at  least  once  in  every 
twenty-four  hours,  and  for  requiring  such  knackers'- 
yards  to  be  provided  with  a  sufficient  supply  of 
water,  shall  be  liable  for  every  such  offence  to  a 
penalty  of  jive  pounds,  and  in  the  case  of  a  con- 
tinuing nuisance  to  a  penalty  of  ten  shillings  for 
every  day  during  which  such  nuisance  shall  be 
continued  after  the  conviction  for  the  first  offence  : 

Provided,  nevertheless,  that  the  justices  or  court 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment 
as  a  penalty  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 


APPENDIX 


Form  No.  1. 


APPLICATION  FOR  A  LICENSE 

TO  ERECT  PREMISES  FOR  USE  AND  OCCUR  A  TION  AS  A 
KNA  CKER'S-  YA  RD. 

To  the  Council  of  the  Borough  of  West  Ham  , 

I,  ,  of 

,  do  hereby  apply  to  you  for  a  license, 
in  pursuance  of  the  statutory  provisions  in  that  behalf,  for  the 
erection  of  certain  premises  to  be  used  and  occupied  as  a 
knacker's-yard ;  and  I  do  hereby  declare  that  to  the  best  of 
my  knowledge  and  belief  the  Schedule  hereunto  annexed 
contains  a  true  statement  of  the  several  particulars  therein  set 
forth  with  respect  to  the  said  premises. 

SCHEDULE. 


T,  Boundaries,  area,  and  de- 
scription of  the  proposed 
site  of  the  premises  to  be 
erected  for  use  and  occu- 
pation as  a  knacker's- 
yard. 


2.  Description  of  the  premises 
to  be  erected  on  such  site  : 

(a)  Nature,  position, 
form,  superficial  area  and 
cubical  contents  of  the 
several  buildings  therein 
comprised. 

(b)  Extent  of  paved  area 
in  such  buildings,  and 
materials  to  be  employed 
in  the  paving  of  such  area. 

(c)  Mode  of  construction 
of  the  internal  surface  of 
the  walls  of  such  building, 
and  materials  to  be  em- 
ployed in  such  construction. 

(d)  Means  of  water 
supply,  position,  form, 
materials,  mode  of  con- 
struction and  capacity  of 
the  several  cisterns,  tanks, 
or  other  receptacles  for 
water  to  be  constructed  for 
permanent  use  in  or  upon 
the  premises. 
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(e)  Means  of  drainage 
— position,  size,  materials, 
and  mode  of  construction 
of  the  several  drains. 

(/)  Means  of  lighting 
and  ventilation. 

(g)  Means  of  access  from 
the  nearest  street  or  public 
thoroughfare. 

(h)  Number,  position,  and 
dimensions  of  the  several 
stalls  to  be  provided  on 
the  premises. 

(i)  Number  of  animals 
for  which  accommodation 
will  be  provided  in  such 
stalls. 


Witness  my  hand  this  day  of 

(Signature  of  Applicant.) 
(Address  of  Applicant.) 
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Form  No.  2. 
APPLICATION  FOR  A  LICENSE 

FOR  THE  USE  AND  OCCUPATION  OF  PREMISES  AS  A 
KNA  CKER'S-  YA  RD. 

To  the  Council  of  the  Borough  of  West  Ham  , 

I,  ,  of 

,  do  hereby  apply  to  you  for  a  license, 
in  pursuance  of  the  statutory  provisions  in  that  behalf,  for  the  use 
and  occupation  as  a  knacker's-yard  of  the  premises  hereinafter 
described ;  and  I  do  hereby  declare  that  to  the  best  of  my 
knowledge  and  belief  the  Schedule  hereunto  annexed  contains  a 
true  statement  of  the  several  particulars  therein  set  forth  with 
respect  to  the  said  premises. 


11 

SCHEDULE. 


1.  Situation  and  boundaries 
of  the  premises  to  be 
used  and  occupied  as  a 
knacker's-yard. 


2.  Christian  name,  surname, 
and  address  of  the  owner 
of  the  premises. 


3.  Nature  and  conditions  of 
applicant's  tenure  of  the 
premises  : 

(a)  For  what  term  ;  and 
whether  by  lease  or  other- 
wise. 

(b)  Whether  applicant  is 
sole  owner,  lessee,or  tenant ; 
or  whether  applicant  is 
jointly  interested  with  any 
other  person  or  persons,  and 
if  so,  with  whom. 


4.  Description  of  the  premises  : 

(a)  Nature, position,form, 
superficial  area  and  cubi- 
cal contents  of  the  several 
buildings  therein  com- 
prised. 

(b)  Extent  of  paved  area 
in  such  buildings,  and 
materials  employed  in  the 
paving  of  such  area. 

(c)  Mode  of  construction 
of  the  internal  surface  of 
the  walls  of  such  buildings 
and  materials  employed  in 
such  construction. 

(d)  Means  of  water  supply 
— position,  form,  materials, 
mode  of  construction  and 
capacity  of  the  several 
cisterns,  tanks,  or  recep- 
tacles for  water,  constructed 
for  permanent  use  in  or 
upon  the  premises. 
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(e)  Means  of  drainage, 
— position,  size,  materials, 
and  mode  of  construction  of 
the  several  drains. 

(/)  Means  of  lighting 
and  ventilation. 

(g)  Means  of  access  from 
the  nearest  street  or  public 
thoroughfare. 

(h)  Number,  position, 
and  dimensions  of  the 
several  stalls,  provided  on 
the  premises. 

(i)  Number  of  animals 
for  which  accommodation 
will  be  provided  in  such 
stalls. 


Witness  my  hand  this  day  of 

(Signature  of  Applicant) 
(Address  of  Applicant. 
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Form  No.  3. 


LICENSE 

To  erect  premises  for  use  and  occupation  as  a 
Knacker  s-yard. 

No.  of  '  \  

License  J 

Reference  to  j  

Folio  in  Register  j 

Borough  of  West  Ham. 

Whereas  application  has  been  made  to  us,  the  Mayor, 
Aldermen  and  Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority  for  the  said 
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Borough  by 


of 


. ,  for  a  license  to  erect  on  a 


site  within  the  said  Borough  certain  premises  for  use  and 
occupation  as  a  knacker's-yard  : 

Now  we,  the  said  Council,  in  pursuance  of  the  powers 
conferred  upon  us  by  the  statutory  provisions  in  that  behalf,  do 
hereby  license  the  said  , 
of  ,  to  erect  for 

use  and  occupation  as  a  knacker's-yard  upon  the  site  defined  or 
described  in  the  Schedule  hereunto  annexed,  the  premises 
whereof  the  description  is  set  forth  in  the  said  Schedule. 


In  witness  whereof,  we  have  caused  our  Corporate  Common 


SCHEDULE. 


Boundaries,  area,  and  description 
of  the  proposed  site  of  the 
premises  to  be  erected  for  use 
and  occupation  as  a  knacker's-yard. 


Description  of  the  premises  to  be 

erected  for  use  and 
occupation  as  a  knacker's-yard. 


Seal  to  be  affixed  hereto  this 


day  of 


One  Thousand  Eight  Hundred  and 


The  Corporate  Common 
Seal  was  affixed  hereto 
pursuant  to  a  resolution  of 
the  Council  the  day  and 
year  above  written. 


Mayor. 


Town  Clerk. 
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Form  No.  4. 


LICENSE 

For  the  use  and  occupation  of  premises  as  a 
Knacker  s-yard. 

No.  of  \  

License  / 

Reference  to  \ 
Folio  in  Register  / 

Borough  of  West  Ham. 

Whereas  application  has  been  made  to  us,  the  Mayor, 
Aldermen  and  Burgesses  of  the  Borough  of  West  Ham,  acting 
by  the  Council  as  the  Urban  Sanitary  Authority  for  the  said 
Borough,  by  ,  of 

,  for  a  license  for  the  use  and  occupation  of  certain 
premises  as  a  knacker 's-yard. 

Now,  we,  the  said  Council,  in  pursuance  of  the  powers 
conferred  upon  us  by  the  statutory  provisions  in  that  behalf, 
do  hereby  license  the  said  ,  of 

,  ,  to  use  and  occupy 

as  a  knacker's-yard  the  premises  whereof  the  situation  and 
description  are  set  forth  in  the  Schedule  hereunto  annexed,  from 
the  date  hereafter  written,  until  the  .        day  of 

,  inclusive. 

SCHEDULE. 


Situation  of  the  premises  to  be  used 
and  occupied  as  a  knacker's-yard. 


Description  of  the  premises  to  be  used 
and  occupied  as  knacker's-yard. 
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In  witness  whereof,  we  have  caused  our  Corporate  Common 
Seal  to  be  affixed  hereto  this  day  of 

One  Thousand  Eight  Hundred  and 

The  Corporate  Common 
Seal  was  affixed  hereto 
pursuant  to  a  resolution  of 
the  Council  the  day  and 
year  above  written. 

Mayor. 

Town  Clerk. 

The  attention  of  the  holder  of  this  license  is 

hereby  called  to  the  fact,  that  by  Section  30  of  the 

Public  Health  Acts  Amendment  Act,  1890,  it  is 

provided  :  that, — 

Upon  any  change  of  occupation  of  any  building  registered 
or  licensed  for  use  and  used  as  a  slaughter-house  (which  includes 
a  knacker's-yard),  the  person  thereupon  becoming  the  occupier 
or  joint  occupier  shall  give  notice  in  writing  of  the  change  of 
occupation  to  the  Inspector  of  Nuisances. 

A  person  who  fails  or  neglects  to  give  such  notice  within 
one  month  after  the  change  of  occupation  occurs,  shall  be  liable 
to  a  penalty  not  exceeding  five  pounds. 


Form  No.  5. 
REGISTER  OF  KNACKER'S-YARD. 


BOROUGH  OF  WEST  HAM. 


No.  of  license. 

Situation   of  knacker's- 
yard. 

Christian  name,  surname, 
and  address  of  owner  or 
proprietor  of  knacker's- 
yard. 

Christian  name,  surname, 
and  address  of  occupier 
of  knacker's-yard. 

Number  of  animals 
for  which  accommodation 
is  provided  on  the 
premises. 

Date  of  grant  of  license. 

Date  of  expiry  of  license. 

Date  of  registration. 
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The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham  ivas  affixed  hereto  at  a  Meeting  of  the 
Council  of  the  said  Borough,  held  on  the  13th, 
day  of  December,  1892,  at  the  Town  Hall, 
West  Ham,  as  a  Certificate  of  the  adoption  by 
them  of  the  foregoing  series  of  Bye-laws  with 
respect  to  Knackers' -yards. 


GEO.  W.  KIDD, 

Mayor. 

FEED  :  E.  HILLEARY, 

Town  Clerk. 

Allowed  by  the  Local  Government  Board  this  28th 
day  of  December,  1892. 

HUGH  OWEN, 

Secretary. 

Acting  on  behalf  of  the  said  Board  under  the  authority 
of  their  General  Order,  dated  the  2§th  day  of  May, 
1877.  ~ 


0 


§ovoxx$l)  of  DUe$t  $jam. 

Public  Health  Act,  1875  (38  &  30  Vict.,  c.  55) 

BYE-LAWS 

MADE  BY   THE  MAYOR,  ALDERMEN, 
AND  BURGESSES, 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

WITH  RESPECT  TO 

COMMON  LODGING-HOUSES 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council,  26  th  day  of  Jidy,  1892. 


LONDON : 

Cius.  Stiukkr  &  Sons,  Ltd.,  Biahopsgate  Avenue,  Camomile  Street,  B.C, 
1892 


BYE-LAWS 

MADE  BY  TILE 

MATOE,  ALDEEMEN  AND  BUEGESSES  OF 
THE  BOEOUGH  OF  WEST  HAM. 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 
WITH  RESPECT  TO 

COMMON  LODGING-HOUSES 

WITHIN  THE  BOROUGH. 


Interpretation  of  Terms. 

1.  — Throughout  these  Bye-laws  the  expression, 
"  The  Council,"  means  the  Mayor,  Aldermen  and 
Burgesses  of  the  Borough  of  West  Ham,  acting  by  the 
Council  as  the  Urban  Sanitary  Authority. 

For  fixing  and  from  time  to  time  varying  the  number  of 
lodgers  wlio  man  be  received  into  a  common  lodging- 
house ,  and  for  the  separa  tion  of  the  sexes  therein  ; 
and 

For  promoting  cleanliness  and  ventilation  in  such  houses  ; 
and 

For  the  giving  of  notices  and  the  taking  precautions  in 

the  case  of  any  infectious  disease  ;  and 
Generally  for  the  well  ordering  of  such  houses. 

2.  — A  keeper  of  a  common  lodging-house  shall  not, 
at  any  one  time,  receive,  or  cause  or  suffer  to  be 
received  into  such  house,  or  into  any  room  therein,  a 
greater  number  of  lodgers  than  shall  be  fixed  by  the 
Council  as  the  maximum  number  of  lodgers  authorised 
to  be  received  into  such  house,  or  into  such  room,  and 
shall  be  specified  in  a  notice  in  writing,  according  to 
the  form  hereinafter  prescribed,  which  shall  be  duly 
served  upon  or  delivered  to  such  keeper,  and  shall 
continue  in  force  until,  in  pursuance  of  the  provisions 
of  the  Bye-law  in  that  behalf,  the  number  so  fixed  and 
specified  shall  be  varied  by  the  Council. 


"FORM  OF  NOTICE, 


To  of 

Whereas,  in  pursuance  of  the  statutory  provision  in  that 
behalf,  you  have  been  duly  registered  by  the  Council  of  the 
Borough  of  West  Hani,  as  the  keeper  of  a  common  lodging-house 
situate  at  ,  in  the  said  Borough. 

Now  I,  ,  Town  Clerk  of  the  said  Borough,  do 

hereb}r  give  you  notice  that  in  the  exercise  of  the  powers  con- 
ferred upon  them  in  that  behalf,  the  said  Council  have  fixed  as 
the  maximum  number  of  lodgers  authorised  to  be  received  at  any 
one  time  into  such  house,  and  into  the  several  rooms  therein, 
the  number  specified  in  respect  of  such  house  and  of  each  of  such 
rooms  in  the  Schedule  hereunto  appended. 

SCHEDULE. 


Borough  of  West  Ham. 
Common  lodging-house  situate  at 
Name  of  keeper 
The  maximum  number  of  lodgers  authorised  to  be  received 
at  any  one  time  into  this  house  is 

The  maximum  number  of  lodgers  authorised  to  be  received  at 
any  one  time  into  each  of  the  several  rooms  in  this  house  is  the 
number  specified  in  respect  of  such  room  in  the  appropriate 
column  of  the  following  table  : — 


Description 
or  number  of 
room. 

Dimensions 
or  cubical  contents 
of  room. 

Maximum  number 
of  lodgers. 

Ground  storey. 

First  storey. 

Second  storey. 

Topmost  storey 

For  the  purposes  of  this  notice  every  two  children  under  the 

age  of  ten  years  may  be  counted  as  one  lodger. 

Witness  my  hand  this  day  of  18 


Town  Clerk, 
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3. — A  keeper  of  a  common  lodging-house,  in  any 
case  where  the  Council  may,  from  time  to  time, 
determine  that  it  is  expedient  to  vary  the  number 
fixed  by  them  as  the  maximum  number  of  lodgers 
authorised  to  be  received  into  such  house,  or  into  any 
room  therein,  and  may,  from  time  to  time,  for  the 
purpose  of  such  variation,  cause  to  be  duly  served 
upon  or  delivered  to  such  keeper  a  notice  in  writing 
according  to  the  form  hereinafter  prescribed,  shall  not, 
at  any  one  time,  after  any  such  notice  shall  have  been 
duly  served  upon  or  delivered  to  him,  and  after  the 
date  specified  in  such  notice,  and  until,  in  pursuance 
of  the  provisions  of  this  Bye-law,  the  number  specified 
in  such  notice  shall  be  further  varied,  receive,  or  cause 
or  suffer  to  be  received  into  such  house,  or  into  any 
room  therein,  a  greater  number  of  lodgers  than  shall 
be  specified  in  such  notice  as  the  maximum  number 
of  lodgers  authorised  to  be  received  into  such  house, 
or  into  such  room. 


FOBM  OF  NOTICE. 


To  of 

Whereas,  in  pursuance  of  the  statutory  provision  in  that 
behalf,  you  have  been  duly  registered  by  the  Council  of  the 
Borough  of  West  Ham  as  the  keeper  of  a  common  lodging-house, 
situate  at  ,  in  the  said  Borough : 

And  whereas  the  said  Council  have  determined  that  it  is 
expedient  to  vary  the  number  heretofore  fixed  by  them  as  the 
maximum  number  of  lodgers  authorised  to  be  received  at  any 
one  time  into  such  house  and  into  the  several  rooms  therein : 

Now  1  ,  Town  Clerk  of  the  said  Borough, 

do  hereby  give  you  notice  that  from  and  after  the  day 
of  the  maximum  number  of  lodgers  authorised 

to  be  received  at  any  one  time  into  such  house  and  into  the 
several  rooms  therein  shall  be  the  number  specified  in  respect  of 
such  house  and  of  each  of  such  rooms  in  the  Schedule  hereunto 
appended. 
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SCHEDULE. 


Borougli  of  West  Ham. 
Common  lodging-house  situate  at 
Name  of  keeper 

The  maximum  number  of  lodgers  authorised  to  he  received  at 
any  one  time  into  this  house  i^ 

The  maximum  number  of  lodgers  authorised  to  be  received  at 
any  one  time  into  each  of  the  several  rooms  in  this  house  is  the 
number  specified  in  respect  of  such  room  in  the  appropriate 
column  of  the  following  table  : — 


Description 
or  number  of 
room. 

Dimensions 
or  cubical  contents 
of  room. 

Maximum  number 
of  lodgers. 

Ground  storey. 

First  storey. 

Second  storey. 

Topmost  storey 

For  the  purposes  of  this  notice  every  two  children  under  the 
age  of  ten  years  may  be  counted  as  one  lodger. 

Witness  my  hand,  this  day  of  18  . 


Town  Clerk. 
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4.  — A  keeper  of  a  common  lodging-house  shall 
not,  except  in  such  cases  as  are  hereinafter  specified, 
cause  or  suffer  any  person  of  the  male  sex  above  the 
age  of  ten  years  to  use  or  occupy  any  room  which 
may  be  used  or  occupied  as  a  sleeping  apartment  by 
persons  of  the  female  sex.. 

Such  keeper  shall  not,  except  in  such  cases  as 
are  hereinafter  specified,  cause  or  suffer  any  person 
of  the  female  sex  to  use  or  occupy  any  room  which 
may  be  used  or  occupied  as  a  sleeping  apartment  by 
persons  of  the  male  sex  above  the  age  of  ten  years  : — 

Provided  that  this  Bye-law  shall  not  be  taken 
to  prohibit  the  use  and  occupation  by  a  husband  and 
wife  of  any  room  which  may  not  be  used  or  occupied 
by  any  other  person  of  either  sex  above  the  age  of 
ten  years,  or  which  may  be  used,  in  accordance  with 
the  provisions  of  the  Bye-law  in  that  behalf,  as  a 
sleeping  apartment  for  two  or  more  married  couples. 

5.  — Every  keeper  of  a  common  lodging-house  shall 
cause  every  room  therein  which  may  be  appointed 
for  use  and  occupation  as  a  sleeping  apartment  by 
two  or  more  married  couples  to  be  so  furnished  or 
fitted  that  every  bed,  when  in  use  and  occupation, 
shall  be  effectually  screened  from  the  view  of  any 
occupant  of  any  other  bed,  by  means  of  a  partition  of 
wood  or  other  solid  material,  which  shall  be  con- 
structed and  fixed  or  placed  so  as  to  allow  adequate 
means  of  access  to  the  bed  which  such  partition  is 
intended  to  screen,  and  so  as  to  extend  upwards 
throughout  the  whole  length  and  breadth  of  such  bed 
to  a  sufficient  height  above  such  bed,  and  downwards 
to  a  distance  of  not  more  than  six  inches  above  the 
level  of  the  floor. 

6.  — Every  keeper  of  a  common  lodging-house  shall 
cause  every  yard,  area,  forecourt,  or  other  open  space 
within  the  curtilage  of  the  premises  to  be  maintained 
at  all  times  in  good  order,  and  to  be  thoroughly 
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cleansed  from  time  to  time,  as  often  as  may  be 
reasonably  necessary  for  the  purpose  of  keeping  such 
yard,  area,  forecourt,  or  other  open  space  in  a  clean 
and  wholesome  condition. 

7.  — Every  keeper  of  a  common  lodging-house  shall 
cause  the  floor  of  every  room  or  passage  and  every 
stair  in  such  house  to  be  thoroughly  swept  once  at 
least  in  every  day  before  the  hour  of  ten  in  the  fore- 
noon, and  to  be  thoroughly  washed  once  at  least  in 
every  week. 

8.  — Every  keeper  of  a  common  lodging-house  shall 
cause  every  window,  every  fixture  or  fitting  of  wood, 
stone,  or  metal,  and  every  painted  surface  in  such 
house  to  be  thoroughly  cleansed,  from  time  to  time,  as 
often  as  shall  be  requisite. 

9.  — Every  keeper  of  a  common  lodging-house  shall 
cause  all  bed-clothes  and  bedding,  and  every  bedstead 
used  in  such  house,  to  be  thoroughly  cleansed,  from  time 
to  time,  as  often  as  shall  be  requisite  for  the  purpose 
of  keeping  such  bed-clothes,  bedding  and  bedstead 
in  a  clean  and  wholesome  condition. 

10.  — Every  keeper  of  a  common  lodging-house 
shall,  for  the  use  of  the  lodgers  received  into  such  house, 
cause  to  be  provided  a  sufficient  number  of  basins  or 
other  receptacles  for  water,  of  adequate  capacity  and 
suitably  placed,  and  a  sufficient  supply  of  water,  and 
a  sufficient  number  of  towels  for  use  in  connexion 
with  such  basins  or  other  receptacles.  He  shall  cause 
such  basins  or  receptacles  to  be  kept  clean  and  in  good 
order,  and  the  supply  of  towels  to  be  renewed  from 
time  to  time  as  often  as  may  be  requisite. 

11.  — Every  keeper  of  a  common  lodging-house  shall 
cause  all  solid  or  liquid  filth  or  refuse  to  be  removed 
once  at  least  in  every  day  before  the  hour  of  ten  in 
the  forenoon  from  every  room  in  such  house,  and 
shall  once  at  least  in  every  day  cause  every  vessel, 
utensil,  or  other  receptacle  for  such  filth  or  refuse  to 
be  thoroughly  cleansed. 
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12.  — Every  keeper  of  a  common  lodging-house  shall 
cause  the  seat,  floor,  and  walls  of  eA  ery  water-closet, 
earth-closet,  or  privy  belonging  to  such  house  to  he 
thoroughly  cleansed,  from  time  to  time,  as  often  as 
may  be  necessary  for  the  purpose  of  keeping  such 
seat,  floor,  and  walls  in  a  clean  and  wholesome  con- 
dition. 

13.  — Every  keeper  of  a  common  lodging-house  shall 
cause  every  part  of  the  structure  of  every  water-closet 
belonging  to  such  house  to  be  maintained  at  all  times 
in  good  order,  and  every  part  of  the  apparatus  of  such 
water-closet  and  every  drain  or  means  of  drainage 
with  which  such  water-closet  may  communicate  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 

14.  — Every  keeper  of  a  common  lodging-house  shall 
cause  eArery  earth-closet  or  privy  belonging  to  such 
house,  and  every  receptacle  for  tilth  provided  and 
used  in  or  in  connexion  with  such  earth-closet  or  privy 
to  be  maintained  at  all  times  in  good  order  and 
in  a  wholesome  condition, 

He  shall  cause  all  such  means  or  apparatus  as 
may  be  provided  or  used  in  or  in  connexion  with  such 
earth-closet  or  privy  and  such  receptacle,  for  the 
frequent  and  effectual  application  of  dry  earth  or  other 
deodorizing  substance  to  any  filth  deposited  in  such 
receptacle,  to  be  maintained  at  all  times  in  good  order 
and  efficient  action. 

He  shall  cause  a  sufficient  supply  of  such  dry 
earth  or  other  deodorizing  substance  to  be,  from  time 
to  time,  provided  for  use  in  such  earth-closet,  privy,  or 
receptacle  for  filth,  and  shall  cause  such  dry  earth  or 
other  deodorizing  substance  to  be  frequently  and 
effectually  applied  to  such  filth,  or  he  shall  cause 
such  dry  earth  or  other  deodorizing  substance  as  may, 
from  time  to  time,  be  supplied  to  such  house,  in 
pursuance  of  the  statutory  provision  in  that  behalf,  by 
the  Council  or  by  any  person  with  whom  they  may 
contract  for  the  purpose  to  be  frequently  and 
effectually  applied  to  such  filth. 
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15.  — Every  keeper  of  a  common  lodging-house  shall 
cause  every  ashpit  belonging  to  such  house  to  be 
maintained  at  all  times  in  good  order  and  a  wholesome 
condition. 

He  shall  not  cause  or  suffer  any  filth  or  wet 
refuse  to  be  thrown  into  any  ashpit  constructed  and 
adapted  for  use  only  as  a  receptacle  for  ashes,  dust, 
and  dry  refuse. 

16.  — Every  keeper  of  a  common  lodging-house  shall 
cause  all  such  means  of  ventilation  as  may  be  provided 
in  or  in  connection  with  any  room  or  passage  in  such 
house  and  in  or  in  connection  with  any  water-closet, 
earth-closet,  or  privy  belonging  to  such  house  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 

17.  — Every  keeper  of  a  common  lodging-house  shall, 
except  in  such  cases  as  are  hereinafter  specified,  cause 
every  window  in  every  room  in  such  house  which  may 
be  appointed  for  use  and  occupation  as  a  sleeping 
apartment,  to  be  opened  and  to  be  kept  fully  open  for 
one  hour  at  least  in  the  forenoon,  and  for  one  hour  at 
least  in  the  afternoon  of  every  day : 

Provided  that  such  keeper  shall  not  be  re- 
quired, in  pursuance  of  this  Bye- law,  to  cause  any 
such  window  to  be  opened  or  to  be  kept  open  at  any 
time  when  the  state  of  the  weather  is  such  as  to 
render  it  necessary  that  the  window  should  be  closed, 
or  when  any  bed  in  such  room  may  be  occupied  by 
any  lodger  in  consequence  of  sickness  or  of  other 
sufficient  cause. 

18.  — Every  keeper  of  a  common  lodging-house 
shall  cause  the  bed-clothes  of  every  bed  in  such  house 
to  be  removed  from  such  bed  as  soon  as  conveniently 
may  be  after  such  bed  shall  have  been  vacated  by  any 
lodger,  and  shall  cause  all  such  bed-clothes  and  the 
bed  from  which  such  bed-clothes  may  have  been  re- 
moved to  be  freely  exposed  to  the  air  for  one  hour  at 
least  in  the  forenoon,  or  for  one  hour  at  least  in  the 
afternoon  of  every  day. 
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19. — Every  keeper  of  a  common  lodging-house, 
immediately  after  lie  shall  have  been  informed  or  shall 
have  ascertained  that  any  lodger  in  such  house  is  ill  of 
any  infectious  disease,  shall  adopt  all  such  precautions 
as  may  be  necessary  to  prevent  the  spread  of  such 
infectious  disease. 

Such  keeper  shall  not,  at  any  time  while  such 
lodger  is  suffering  from  such  infectious  disease,  cause 
or  allow  any  other  person,  except  the  wife  or  any 
other  relative  of  such  lodger,  or  except  a  person 
voluntarily  in  attendance  on  such  lodger,  to  use  or 
occupy  the  same  room  as  such  lodger. 

Where,  in  pursuance  of  the  statutory  provision 
in  that  behalf,  the  Council  may  order  the  removal  of 
such  lodger  to  a  hospital  or  other  place  for  the  recep- 
tion of  the  sick,  such  keeper,  on  being  informed  of 
such  order,  shall  forthwith  take  all  such  steps  as  may 
be  requisite  on  his  part  to  secure  the  safe  and  prompt 
removal  of  such  lodger  in  compliance  with  the  order 
of  the  Council,  and  shall,  in  and  about  such  removal, 
adopt  all  such  precautions  as,  in  accordance  with  any 
instructions  which  he  may  receive  from  the  Medical 
Officer  of  Health,  may  be  most  suitable  for  the  cir- 
cumstances of  the  case. 

Where,  in  consequence  of  the  illness  of  such 
lodger,  there  may  be  reasonable  grounds  for  appre- 
hending the  spread  of  infection  through  the  admission 
of  lodgers  to  any  room  or  rooms  in  such  house  or 
through  the  admission  to  such  room  or  rooms  of  the 
maximum  number  of  lodgers  authorized  to  be  received 
therein,  such  keeper,  after  being  furnished  with  the 
necessary  instructions  from  the  Medical  Officer  of 
Health,  and  until  the  grounds  for  apprehending  the 
spread  of  infection  shall  have  been  removed,  shall 
cease  to  receive  any  lodger  in  such  room  or  rooms  or 
shall  receive  therein  such  number  of  lodgers,  being 
less  than  the  maximum  number,  as  the  exigencies  of 
the  case  may  require. 
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Such  keeper  shall,  immediately  after  the  death, 
removal,  or  recovery  of  any  lodger  who  may  have 
been  ill  of  any  infectious  disease,  give  written  notice 
thereof  to  the  Medical  Officer  of  Health,  and  shall,  as 
soon  as  conveniently  may  he,  cause  every  part  of  the 
room  which  may  have  been  occupied  by  such  lodger 
to  be  thoroughly  cleansed  and  disinfected,  and  shall 
also  cause  every  article  in  such  room  which  may  bp- 
liable  to  retain  infection  to  be  in  like  manner  cleansed 
and  disinfected  unless  the  Council  shall  have  ordered 
the  same  to  be  destroyed. 

He  shall  comply  with  all  instructions  of  the 
Medical  Officer  of  Health  as  to  the  proper  cleansing 
and  disinfection  of  the  room  and  articles. 

When  the  same  shall  have  been  thoroughly 
cleansed  and  disinfected  in  accordance  with  such 
instructions,  he  shall  give  written  notice  thereof  to  the 
Medical  Officer  of  Health ;  and  until  two  days  from 
the  giving  of  such  notice  shall  have  elapsed,  and  unless 
and  until  by  such  cleansing  and  disinfection  the 
necessary  precautions  for  preventing  the  spread  of 
disease  shall  have  been  duly  taken,  such  keeper  shall 
not  cause  or  suffer  any  other  lodger  to  be  received  into 
the  room  which,  in  the  case  hereinbefore  specified, 
may  have  been  exposed  to  infection. 

20.  — A  keeper  of  a  common  lodging-house  shall 
not,  at  any  time,  cause  or  suffer  any  room  which  may 
be  appointed  for  use  as  a  kitchen  or  scullery  to  be 
used  or  occupied  as  a  sleeping  apartment. 

21.  — A  keeper  of  a  common  lodging-house  shall  not 
cause  or  suffer  any  bed  in  any  room  wdiich  may  be 
used  as  a  sleeping  apartment  by  persons  of  the  male 
sex  above  the  age  of  ten  years,  to  be  occupied  at  any 
one  time  by  more  than  one  such  person. 

22.  — A  keeper  of  a  common  lodging-house  shall 
not  cause  or  sutler  any  lodger  to  occupy  any  bed  in 
such  house  at  any  time  within  the  period  of  eight  hours 
after  such  bed  shall  have  been  vacated  by  the  last 
preceding  occupant  thereof. 
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23.  — Every  keeper  of  a  common  lodging-house 
shall  cause  every  room  in  such  house,  which  may  be 
appointed  for  use  and  occupation  as  a  sleeping 
apartment,  to  he  furnished  with  such  number  of  beds 
and  bedsteads,  and  with  such  a  supply  of  bed-clothes 
and  of  necessary  utensils  as  may  be  sufficient  for  the 
requirements  of  the  number  of  lodgers  received  into 
such  room. 

24.  — Every  keeper  of  a  common  lodging-house  on 
receiving  from  the  Council  a  notice  or  placard  wherein 
shall  be  stated  the  description  or  number  of  the  room 
to  which  such  notice  or  placard  may  apply,  and  the 
maximum  number  of  lodgers  authorized  to  be  received 
at  any  one  time  in  such  room,  shall  put  up  or  affix 
and  continue  such  notice  or  placard  in  a  suitable  and 
conspicuous  position  in  such  room,  and  in  such 
a  manner  that  the  words  and  figures  in  such  notice  or 
placard  may  be  clearly  and  distinctly  visible  and 
legible. 

He  shall  not,  at  any  time,  wilfully  conceal, 
deface,  alter,  or  obliterate  any  letter  or  figure  in  such 
notice  or  placard,  or  wilfully  or  carelessly  injure  or 
destroy  such  notice  or  placard. 

25.  — Every  keeper  of  a  common  lodging-house  on 
receiving  from  the  Council,  for  the  purpose  of 
exhibition  in  such  house,  or  in  any  room  therein,  a 
copy  or  copies  of  any  Bye-law  or  Bye-laws  for  the  time 
being  in  force  with  respect  to  common  lodging-houses, 
shall  put  up  or  affix  and  continue  such  copy  or 
copies  in  a  suitable  and  conspicuous  position  in  such 
house,  or  in  such  room,  and  in  such  manner  that 
the  contents  of  such  copy  or  copies  may  be  clearly  and 
distinctly  visible  and  legible. 

He  shall  not,  at  any  time,  wilfully  conceal, 
deface,  alter,  or  obliterate  any  part  of  the  contents  of 
such  copy  or  copies,  or  wilfully  or  carelessly  injure  or 
destroy  such  copy  or  copies, 
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26. — Every  keeper  of  a  common  lodging-house  who 
shall  offend  against  airy  of  the  foregoing  Bye-laws 
shall  be  liable  for  every  such  offence  to  a  penalty  of 
£5,  and  in  the  case  of  a  continuing  offence  to  a 
further  penalty  of  40s.  for  each  day  after  written 
notice  of   the  offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence  may,  if  they  think  fit,  adjudge  the  payment 
as  a  penalty  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 


27. — From  and.  after  the  date  of  the  confirmation 
of  these  Bye-Laws,  the  Bye-Laws  relating  to  Common 
Lodging  Houses  which  were  confirmed  on  the  18th 
day  of  August,  in  the  Year  One  Thousand  Eight 
Hundred  and  Eighty  One  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  was 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26  th  day  of  July ,  1892, 
at  the  Totvn  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-latvs  with  respect  to  Common  Lodging-houses. 


REPEAL. 


GEO.  HAY 


FRED:  E.  HILLEARY 


Mayor. 


Town  Clerk. 
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The  foregoing  Bye-laws  with  respect  to  Common 
Lodging-houses  are  hereby  allowed  by  the  Local 
Government  Board  this  1st  day  of  Xovembei\  1892. 


HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 


§ovon$l)  of  IPeet  |am. 


Public  Health  Act,  1875  (38  &  39  Vict.,  c.  55) 


BYE-LAWS 

MADE  BY   THE  MAYOR,  ALDERMEN, 
AND  BURGESSES, 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE 

URBAN  SANITARY  AUTHORITY 

WITH  KESPECT  TO 

HOUSES  LET  IN  LODGINGS, 

OR 

OCCUPIED   BY  MEMBERS  OF  MORE  THAN 
ONE  FAMILY, 

WITHIN  THE  BOKO  UGH. 

Approved  by  the  Council,  26th  day  of  July,  1892. 


LONDON: 

Chas.  Stkaker  &  Sons,  Ltd.,  Hisliopsgate  Avenue,  Camomile  Street,  B.C, 
1892 


BYE-LAWS 


MADE  BY  THE 

MAT  OB,   ALDERMEN   AND   BURGESSES  OF 
THE   BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  AS  THE  URBAN  SANITARY 
AUTHORITY  OF  THE  SAID  BOROUGH, 

"WITH  RESPECT  TO 

HOUSES  LET  IN  LODGINGS,  OR  OCCUPIED 
BY  MEMBERS  OF  MORE  THAN  ONE  FAMILY, 

WITHIN  THE  BOROUGH. 


Interpretation  of  Terms. 

1. — In  these  Bye-laws,  unless  the  context  otherwise 
requires,  the  following  words  and  expressions  have 
the  meanings  hereinafter  respectively  assigned  to 
them  ;  that  is  to  say  : — 

u  Council "    means  the  Mayor,  Aldermen  * 
and  Burgesses  of  the  Borough  of  West  Ham, 
acting  by  the  Council  as  the  Urban  Sanitary 
Authority  of  the  said  Borough. 

"  Lodging-house  "  means  a  house  or  part  of 
a  house  which  is  let  in  lodgings  or  occupied  by 
members  of  more  than  one  family  : 

"  Landlord,"  in  relation  to  a  house  or  part 
of  a  house  which  is  let  in  lodgings  or  occupied 
by  members  of  more  than  one  family,  means  the 
person  (whatever  may  be  the  nature  or  extent  of 
his  interest  in  the  premises)  by  whom  or  on 
whose  behalf  such  house  or  part  of  a  house  is  let 
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in  lodgings  or  for  occupation  by  members  of 
more  than  one  family,  or  who  for  the  time  being 
receives,  or  is  entitled  to  receive,  the  profits 
arising  from  such  letting : 

"  Lodger,"  in  relation  to  a  house  or  part  of 
a  house  which  is  let  in  lodgings  or  occupied  by 
members  of  more  than  one  family,  means  a 
person  to  whom  any  room  or  rooms  in  such  house 
or  part  of  a  house  may  have  been  let  as  a  lodging 
or  for  his  use  and  occupation. 


Exempted  Houses. 

2. — In  any  one  of  the  several  cases  hereinafter 
specified,  a  lodging-house  shall  be  exempt  from  the 
operation  of  these  Bye-laws,  that  is  to  say : — 

(a.)  Where  for  the  purposes  of  any  rate  for 
the  relief  of  the  poor  the  rateable  value  of  the 
house  exceeds  forty  pounds,  and  the  rent  or 
charge  payable  by  each  lodger,  and  exclusive  of 
any  charge  for  the  use  by  such  lodger  of  any 
furniture,  shall  be  such  that  the  amount  accruing 
due  in  any  term  shall  be  at  the  rate  or  in  the 
proportion  of  not  less  than  one  pound  per  week. 

(&.)  Where  for  the  purposes  of  any  rate  for 
the  relief  of  the  poor  the  rateable  value  of  the 
house  exceeds  forty  pounds,  and  the  rent  or 
charge  payable  by  each  lodger,  and  inclusive  of 
any  charge  for  the  use  by  such  lodger  of  any 
furniture,  shall  be  such  that  the  amount  accruing 
due  in  any  term  shall  be  at  the  rate  or  in  the 
proportion  of  not  less  than  one  pound  per  week : 

For  fixing  the  number  of  persons  who  may  occupy  a  house 
or  part  of  a  house  tvhich  is  tet  in  lodgings  or  occu- 
pied by  members  of  more  than  one  family : 

For  the  registration  of  houses  so  let  or  occupied: 
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For  the  inspection  of  such  houses : 

For  enforcing  the  provision  of  privy  accommodation  for 
such  houses,  and  for  promoting  cleanliness  and 
ventilation  in  such  houses  : 

For  the  cleansing  and  lime-washing,  at  stated  times,  oj 
the  premises,  and  for  the  paving  of  the  courts  and 
courtyards  thereof : 

For  the  giving  of  notices,  and  the  taking  of  precautions 
in  case  of  any  infectious  disease. 

3.  — The  landlord  of  a  lodging-house  shall  not 
knowingly  cause  or  suffer  a  greater  number  of  persons 
than  will  admit  of  the  provision  of  three  hundred 
cubic  feet  of  free  air  space  for  each  person  of  an  age 
exceeding  ten  years,  and  of  one  hundred  and  fifty 
cubic  feet  of  free  air  space  for  each  person  of  an  age 
not  exceeding  ten  years  to  occupy,  at  any  one  time, 
as  a  sleeping  apartment,  a  room  which  is  used 
exclusively  for  that  purpose. 

4.  — The  landlord  of  a  lodging-house  shall  not 
knowingly  cause  or  suffer  a  greater  number  of  persons 
than  will  admit  of  the  provision  of  four  hundred  cubic 
feet  of  free  air  space  for  each  person  of  an  age  ex- 
ceeding ten  years,  and  of  two  hundred  cubic  feet  of 
free  air  space  for  each  person  of  an  age  not  exceeding 
ten  years  to  occupy,  at  any  one  time,  as  a  sleeping 
apartment,  a  room  which  is  not  used  exclusively  for 
that  purpose. 

5.  — A  lodger  in  a  lodging-house  shall  not  knowingly 
cause  or  suffer  a  greater  number  of  persons  than  will 
admit  of  the  provision  of  three  hundred  cubic  feet  of 
free  air  space  for  each  person  of  an  age  exceeding  ten 
years,  and  of  one  hundred  and  fifty  cubic  feet  of  free 
air  space  for  each  person  of  an  age  not  exceeding  ten 
years  to  occupy,  at  any  one  time,  as  a  sleeping  apart- 
ment, a  room  which  is  used  exclusively  for  that 
purpose,  and  which  has  been  let  to  such  lodger. 
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6.  — A  lodger  in  a  lodging-house  shall  not  knowingly 
cause  or  suffer  a  greater  number  of  persons  than  will 
admit  of  the  provision  of  four  hundred  cubic  feet  of 
free  air  space  for  each  person  of  an  age  exceeding  ten 
years,  and  of  two  hundred  cubic  feet  of  free  air  space 
for  each  person  of  an  age  not  exceeding  ten  years  to 
occupy,  at  any  one  time,  as  a  sleeping  apartment,  a 
room  which  is  not  used  exclusively  for  that  purpose, 
and  which  has  been  let  to  such  lodger. 

7.  — The  landlord  of  a  lodging-house,  within  a 
period  of  fourteen  days  after  he  shall  have  been 
required  by  a  notice  in  writing,  signed  by  the  Town 
Clerk  of  the  Borough,  and  duly  served  upon  or 
delivered  to  such  landlord,  to  supply  the  information 
necessary  for  the  registration  of  such  house  by  the 
Council,  shall  himself,  or  by  his  agent  duly  authorised 
in  that  behalf,  sign  and  furnish  to  the  Council  a  true 
statement  of  the  following  particulars  with  respect  to 
such  house  ;  that  is  to  say, — 

(a)  The  total  number  of  rooms  in  the  house  : 

(/>)  The  total  number  of  rooms  let  in  lodgings 
or  occupied  by  members  of  more  than  one  family  : 

(e)  The  manner  of  use  of  each  room : 

(d)  The   number,    age,    and   sex   of  the 
occupants  of  each  room  used  for  sleeping : 

(e)  The  Christian  name  and  surname  of  the 
lessee  of  each  room  ;  and 

(/.)  The  amount  of  rent  or  charge  payable 
by  each  lessee. 

8.  — In  every  case  where  the  landlord  of  a  lodging- 
house  occupies  or  resides  in  any  part  of  the  premises, 
or  retains  a  general  possession  or  control  of  the 
premises,  such  landlord  shall,  at   all   times  when 
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required  by  the  Medical  Officer  of  Health,  the 
Inspector  of  Nuisances,  or  the  Surveyor  of  the  Council, 
afford  any  such  officer  free  access  to  the  interior  of  the 
premises  for  the  purpose  of  inspection. 

9.  — In  every  case  where  the  landlord  of  a  lodging- 
house  does  not  occupy  or  reside  in  any  part  of  the 
premises,  or  retain  a  general  possession  or  control  of 
the  premises,  every  lodger  who  is  entitled  to  have  or 
to  exercise  the  control  of  the  outer  door  of  the 
premises  shall,  at  all  times  when  required  by  the 
Medical  Officer  of  Health,  the  Inspector  of  Nuisances, 
or  the  Surveyor  of  the  Council,  afford  any  such  officer 
free  access  to  the  interior  of  the  premises  for  the 
purpose  of  inspection. 

10.  — Every  lodger  in  a  lodging-house  shall,  at  all 
times  when  required  by  the  Medical  Officer  of  Health, 
the  Inspector  of  Nuisances,  or  the  Surveyor  of  the 
Council,  afford  any  such  officer  free  access  for  the 
purpose  of  inspection  to  the  interior  of  any  room  or 
rooms  which  may  have  been  let  to  such  lodger. 

1 1 .  — In  every  case  where  the  Medical  Officer  of 
Health,  the  Inspector  of  Nuisances,  or  the  Surveyor 
of  the  Council  has,  for  the  purpose  of  inspection, 
obtained  access  to  the  inferior  of  a  lodging-house  or 
to  the  interior  of  any  room  or  rooms  in  such  house,  a 
person  shall  not  wilfully  obstruct  any  such  officer  in 
the  inspection  of  any  part  of  the  premises,  or,  without 
reasonable  excuse,  neglect  or  refuse,  when  required  by 
any  such  officer,  to  render  him  such  assistance  as  may 
be  reasonably  necessary  for  the  purpose  of  such 
inspection. 

12.  — The  landlord  of  a  lodging-house  shall  provide 
privy  accommodation  for  such  house  by  means  of  a 
water-closet  or  water-closets,  an  earth-closet  or  earth- 
closets,  or  a  privy  or  privies. 
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He  shall  provide  such  accommodation  so  that 
the  number  of  water-closets,  earth-closets,  or  privies 
in  relation  to  the  greatest  number  of  persons  who, 
subject  to  the  restrictions  imposed  by  any  Bye-law  in 
that  behalf,  may,  at  any  one  time,  occupy  rooms  in 
the  house  as  sleeping  apartments,  shall  be  in  the 
proportion  of  not  less  than  one  water-closet,  earth- 
closet,  or  privy  to  every  twelve  persons. 

13. — In  every  case  where,  for  the  purpose  of 
providing  privy  accommodation  for  a  lodging-house  in 
pursuance  of  the  requirements  of  any  Bye-law  in  that 
behalf,  the  construction  of  a  new  water-closet  is 
necessary,  and  where  such  construction,  so  far  as 
regards  the  several  details  hereinafter  specified,  is  not 
already  the  subject  of  regulation  by  any  statute  or 
Bye-law  in  force  within  the  Borough,  the  landlord 
shall  construct  such  water-closet  in  accordance  with 
the  following  rules  : — 

(i.)  If  the  water-closet  is  intended  to  be 
within  the  house,  he  shall  construct  such  water- 
closet  in  such  a  position  that  one  of  its  sides  at 
the  least  shall  be  an  external  wall : 

(ii.)  He  shall  construct  in  one  of  the  walls 
of  the  water-closet,  whether  the  situation  of  such 
water-closet  is  or  is  not  within  the  house,  a 
window  of  not  less  dimensions  than  two  feet  by 
one  foot,  exclusive  of  the  frame,  and  opening 
directly  into  the  external  air  : 

He  shall,  in  addition  to  such  window,  cause 
the  water-closet  to  be  provided  with  adequate  means 
of  constant  ventilation  by  at  least  one  air-brick  built 
in  an  external  wall  of  such  water-closet,  or  by  an  air 
shaft,  or  by  some  other  effectual  method  or  appliance  : 

(iii.)  He  shall  furnish  the  water-closet  with 
a  separate  cistern  or  flushing  box  of  adequate 
capacity,  which  shall  be  so  constructed,  fitted 
and  placed  as  to  admit  of  the  supply  of  water 
for  use  in  such  water-closet  without  any  direct 
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connexion  between  any  service  pipe  upon  the 
premises  and  any  part  of  the  apparatus  of  such 
water-closet,  other  than  such  cistern,  or  flushing 
box : 

He  shall  furnish  the  water-closet  with  a  suit- 
able apparatus  for  the  effectual  application  of  water  to 
any  pan,  basin,  or  other  receptacle  with  which  such 
apparatus  may  be  connected  and  used,  and  for  the 
effectual  flushing  and  cleansing  of  such  pan,  basin,  or 
other  receptacle,  and  for  the  prompt  and  effectual 
removal  therefrom  of  any  solid  or  liquid  filth  which 
may  from  time  to  time  be  deposited  therein : 

He  shall  furnish  the  water-closet  with  a  pan, 
basin,  or  other  suitable  receptacle  of  non-absorbent 
material,  and  of  such  shape,  of  such  capacity,  and  of 
such  mode  of  construction  as  to  receive  and  contain  a 
sufficient  quantity  of  water,  and  to  allow  all  filth 
which  may  from  time  to  time  be  deposited  in  such 
pan,  basin,  or  receptacle  to  fall  free  of  the  sides 
thereof,  and  directly  into  the  water  received  and 
contained  in  such  pan,  basin,  or  receptacle  : 

He  shall  not  construct  or  fix  under  any  such 
pan,  basin,  or  receptacle  any  "  container"  or  other 
similar  fitting : 

He  shall  not  construct  or  fix  in  or  in  con- 
nexion with  the  water-closet  apparatus  any  trap  of 
the  kind  known  as  a  "  D-trap." 

14. — In  every  case  where,  for  the  purpose  of  pro- 
viding privy  accommodation  for  a  lodging-house  in 
pursuance  of  the  requirements  of  any  Bye-law  in 
that  behalf,  the  construction  of  a  new  earth-closet  is 
necessary,  and  where  such  construction,  so  far  as 
regards  the  several  details  hereinafter  specified,  is  not 
already  the  subject  of  regulation  by  any  statute  or 
Bye-law  in  force  within  the  borough,  the  landlord  shall 
const  met  such  earth-closet  in  accordance  with  the 
following  rules:  — 
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(i.)  If  the  earth-closet  is  intended  to  be 
within  the  house,  he  shall  construct  snch  earth- 
closet  in  snch  a  position  that  one  of  its  sides  at 
the  least  shall  he  an  external  wall  : 

(ii.)  He  shall  construct  in  one  of  the  walls 
of  the  earth-closet,  whether  the  situation  of  snch 
earth-closet  is  or  is  not  within  the  house,  a 
window*  of  not  less  dimensions  than  two  feet  by 
one  foot,  exclusive  of  the  frame,  and  opening 
directly  into  the  external  air : 

He  shall,  in  addition  to  such  window,  cause 
the  earth-closet  to  be  provided  with  adequate  means 
of  constant  ventilation  by  at  least  one  air-brick  built 
in  an  external  wall  of  such  earth-closet,  or  by  an  air 
shaft,  or  by  some  other  effectual  method  or  appliance  : 

(iii.)  He  shall  furnish  the  earth-closet  with 
a  reservoir  or  receptacle  of  suitable  construction 
and  of  adequate  capacity  for  dry  earth  or  some 
other  deodorising  substance,  and  he  shall  con- 
struct and  fix  such  reservoir  or  receptacle  in 
such  a  manner  and  in  snch  a  position  as  to  admit 
of  ready  access  to  such  reservoir  or  receptacle 
for  the  purpose  of  depositing  therein  the  neces- 
sary supply  of  dry  earth  or  other  deodorising 
substance : 

He  shall  construct  or  fix,  in  connexion  with 
such  reservoir  or  receptacle,  suitable  means  or 
apparatus  for  the  frequent  and  effectual  application 
of  a  sufficient  quantity  of  dry  earth  or  other  deodoris- 
ing substance  to  any  filth  which  may  from  time  to 
time  be  deposited  in  any  pan,  pit,  or  other  receptacle 
for  filth  constructed,  fitted,  or  used  in  or  in  con- 
nexion with  such  earth-closet : 

(iv.)  If  he  provides  in  or  in  connexion 
with  the  earth-closet  a  fixed  receptacle  for  filth, 
he  shall  construct  or  fix  such  receptacle  in  such 
a  manner  and  in  such  a  position  as  to  admit  of 
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the  frequent  and  effectual  applicaton  of  a  suffi- 
cient quantity  of  dry  earth  or  other  deodorising 
substance  to  any  tilth  which  may  from  time  to 
time  be  deposited  in  such  receptacle,  and  in  such 
a  manner  and  in  such  a  position  as  to  admit  of 
ready  access  to  such  receptacle  for  the  purpose 
of  removing  the  contents  thereof.  He  shall 
not  construct  such  receptacle  of  a  capacity 
greater  than  may  be  sufficient  to  contain  such 
filth  and  dry  earth  or  other  deodorising  substance 
as  may  be  deposited  therein  during  such  a  period 
not  exceeding  three  months,  or  in  any  case  of  a 
capacity  exceeding  forty  cubic  feet.  He  shall 
construct  such  receptacle  of  such  material  or 
materials,  and  in  such  a  manner  as  to  prevent 
any  absorption  by  any  part  of  such  receptacle  of 
any  filth  deposited  therein,  or  any  escape,  by 
leakage  or  otherwise,  of  any  part  of  the  contents 
of  such  receptacle.  He  shall  construct  or  fix 
such  receptacle  so  that  the  bottom  or  floor 
thereof  shall  be  at  least  three  inches  above  the 
level  of  the  surface  of  the  ground  immediately 
adjoining  the  earth-closet,  and  so  that  the  con- 
tents of  such  receptacle  may  not  at  any  time  be 
exposed  to  any  rainfall,  or  to  the  drainage  of 
any  waste  water  or  liquid  refuse  from  any 
adjoining  premises : — 

(v.)  If  he  provides  in  or  in  connection  with 
the  earth-closet  a  movable  receptacle  for  filth,  he 
shall  construct  such  earth-closet  so  that  the 
position  and  mode  of  fitting  of  such  receptacle 
may  admit  of  the  frequent  and  effectual  applica- 
cation  of  a  sufficient  quantity  of  dry  earth  or 
other  deodorising  substance  to  any  filth  which 
may  from  time  to  time  be  deposited  in  such 
receptacle,  and  may  also  admit  of  ready  access 
to  that  part  of  the  earth-closet  in  which  such 
receptacle  may  be  placed  or  fitted,  and  of  the 
convenienl  removal  of  such  receptacle  or  of  the 
contents  thereof.  Ib4  shall  also  construct  such 
earth-closet    so    that    the    contents    of  such 
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receptacle  may  not  at  any  time  be  exposed  to 
any  rainfall,  or  to  the  drainage  of  any  waste 
water  or  liquid  refuse  from  any  adjoining 
premises. 

15.— In  every  case  where,  for  the  purpose  of  pro- 
viding privy  accommodation  for  a  lodging-house  in 
pursuance  of  the  requirements  of  any  Bye-law  in 
that  behalf,  the  construction  of  a  new  privy  is 
necessary,  and  where  such  construction,  so  far  as 
regards  the  several  details  hereinafter  specified,  is 
not  already  the  subject  of  regulation  by  any  statute 
or  Bye-law  in  force  within  the  borough,  the  landlord 
shall  construct  such  privy  in  accordance  with  the 
following  rules : — 

(i.)  He  shall  construct  the  privy  at  a 
distance  of  six  feet  at  the  least  from  a  dwelling- 
house  or  public  building,  or  any  building  in 
which  any  person  may  be,  or  may  be  intended  to 
be,  employed  in  any  manufacture,  trade,  or 
business  : 

(ii.)  He  shall  not  construct  the  privy 
within  the  distance  of  thirty  feet  from  any  well, 
spring,  or  stream  of  water  used  or  likely  to  be 
used  by  man  for  drinking  or  domestic  purposes, 
or  for  manufacturing  drinks  for  the  use  of  man, 
or  otherwise  in  such  a  position  as  to  render  any 
such  water  liable  to  pollution  : 

(iii.)  He  shall  construct  the  privy  in  such  a 
manner  and  in  such  a  position  as  to  afford  ready 
means  of  access  to  such  privy  for  the  purpose  of 
cleansing  such  privy  and  of  removing  filth  there- 
from, and  in  such  a  manner  and  in  such  a 
position  as  to  admit  of  all  filth  being  removed 
from  such  privy,  and  from  the  premises  to  which 
such  privy  may  belong,  without  being  carried 
through  any  dwelling-house,  or  public  building, 
or  any  building  in  which  any  person  may  be,  or 
may  be  intended  to  be,  employed  in  any  manu- 
facture, trade  or  business  : 
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(iv.)  'Ho  shall  provide  tho  privy  with  a 
sufficient  opening  for  ventilation,  as  near  to  tho  top 
as  practicable,  and  communicating  directly  with 
the  external  air : 


He  shall  cause  the  tioor  of  the  privy  to  be 
nagged  or  paved  with  hard  tiles,  or  other  non-absorbent 
material,  and  he  shall  construct  such  floor  so  that  it 
shall  be  in  every  part  thereof  at  a  height  of  not  less 
than  six  inches  above  the  level  of  the  surface  of  the 
ground  adjoining  such  privy,  so  that  such  floor  shall 
have  a  fall  or  inclination  towards  the  door  of  such 
privy  of  half-an-inch  to  the  foot : 

(v.)  If  the  privy  is  constructed  for  use  in 
combination  with  a  fixed  receptacle  for  filth  he 
shall  construct  or  fix  in  or  in  connection  with  the 
privy  suitable  means  or  apparatus  for  the  frequent 
and  effectual  application  of  ashes,  dust,  or  dry 
refuse  to  any  filth  which  may  from  time  to  time 
be  deposited  in  such  receptacle.  He  shall  con- 
struct such  receptacle  so  that  the  contents  thereof 
may  not  at  any  time  be  exposed  to  any  rainfall, 
or  the  drainage  of  any  waste  water  or  liquid 
refuse  from  any  adjoining  premises.  He  shall 
construct  such  receptacle  of  such  material  or 
materials  and  in  such  a  manner  as  to  prevent  any 
absorption  by  any  part  of  such  receptacle  of  any 
filth  deposited  therein,  or  any  escape,  by  leakage 
or  otherwise,  of  any  part  of  the  contents  of  such 
receptacle.  He  shall  construct  such  receptacle 
so  that  the  bottom  or  floor  thereof  shall  be  in 
every  part  at  least  three  inches  above  the  level  of 
the  surface  of  the  ground  adjoining  the  privy. 
He  shall  not  in  any  case  construct  such  receptacle 
of  a  capacity  exceeding  eight  cubic  feet.  He 
shall  construct  the  seat  of  the  privy  so  that  the 
whole  of  such  scat,  or  a  sufficient  part  thereof 
may  be  readily  removed  or  adjusted  in  such  a 
manner  as  to  afford  adequate  access  to  such 
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receptacle  for  the  purpose  of  removing  the  con- 
tents thereof,  and  of  cleansing  such  receptacle, 
or  shall  otherwise  provide  in  or  in  connection  with 
the  privy  adequate  means  of  access  to  such  recep- 
tacle for  the  purpose  aforesaid  : 

(vi.)  If  the  privy  is  constructed  for  nse  in 
combination  with  a  movable  receptacle  for  filth,  he 
shall  construct  over  the  whole  area  of  the  space 
immediately  beneath  the  seat  of  the  privy,  a 
flagged  or  asphalted  floor,  at  a  height  of  not  less 
than  three  inches  above  the  level  of  the  surface 
of  the  ground  adjoining  the  privy ;  and  he  shall 
cause  the  whole  extent  of  each  side  of  such  space 
between  the  floor  and  the  seat  to  be  constructed 
of  flagging,  slate,  or  good  brickwork,  at  least 
nine  inches  thick,  and  rendered  in  good  cement 
or  asphalted.  He  shall  construct  the  seat  of  the 
privy,  the  aperture  in  such  scat,  and  the  space 
beneath  such  seat,  of  snch  dimensions  as  to  admit 
<>f  a  movable  receptacle  for  filth  of  a  capacity  not 
exceeding  two  cubic  feet  being  placed  and  fitted 
beneath  snch  seat  in  such  a  manner  and  in  such 
a  position  as  may  effectually  prevent  the  deposit 
upon  the  floor  or  sides  of  the  space  beneath  such 
seat,  or  elsewhere  than  in  such  receptacle,  of  any 
filth  which  may  from  time  to  time  fall  or  be  cast 
through  the  aperture  in  snch  seat.  He  shall 
construct  the  seat  of  the  privy  so  that  the  whole 
of  snch  seat,  or  a  sufficient  part  thereof,  may  be 
readily  removed  or  adjusted  in  such  a  manner  as 
to  afford  adequate  access  to  the  space  beneath 
such  seat  for  the  purpose  of  cleansing  such  space, 
or  of  removing  therefrom,  or  placing  and  fitting 
therein,  the  appropriate  receptacle  for  filth  : 

(vii.)  He  shall  not  cause  or  suffer  any  part 
of  the  space  under  the  seat  of  the  privy,  or  any 
part  of  any  receptacle  for  filth  in  or  in  connection 
with  the  privy  to  communicate  with  an}'  drain 
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16.  — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  court, 
courtyard,  area,  or  other  open  space  within  the  curti- 
lage of  the  premises,  such  lodger  shall  cause  such 
court,  courtyard,  area,  or  other  open  space  to  be 
thoroughly  cleansed  from  time  to  time  as  often  as  may 
be  requisite  for  the  purpose  of  keeping  the  same  in  a 
clean  and  wholesome  condition. 

17.  — In  every  case  where  two  or  more  lodgers  in  a 
lodging-house  are  entitled  to  the  use  in  common  of 
any  court,  courtyard,  area,  or  other  open  space  within 
the  curtilage  of  the  premises,  the  landlord  shall  cause 
such  court,  courtyard,  area,  or  other  open  space  to  be 
thoroughly  cleansed  from  time  to  time  as  often  as  may 
be  requisite  for  the  purpose  of  keeping  the  same  in  a 
clean  and  wholesome  condition. 

18.  — The  landlord  of  a  lodging-house  shall  cause 
every  part  of  the  structure  of  every  water-closet 
belonging  to  such  house  to  be  maintained  at  all  times 
in  good  order,  and  every  part  of  the  apparatus  of  such 
water-closet,  and  every  drain  or  means  of  drainage 
with  which  such  water-closet  may  communicate  to  be 
maintained  at  all  times  in  good  order  and  efficient 
action. 

19.  — The  landlord  of  a  lodging-house  shall  cause  . 
every  part  of  the  structure  of  every  earth-closet  or 
privy  belonging  to  such  house,  and  every  receptacle 
lor  tilth  provided  or  used  in  or  in  connexion  with 
such  earth-closet  or  privy,  to  be  maintained  at  all 
times  in  good  order. 

He  shall  cause  all  such  means  or  apparatus  as 
may  be  provided  or  used  in  or  in  connexion  with 
such  earth-closet  or  privy  and  such  receptacle,  for  the 
frequent  and  effectual  application  of  dry  earth,  or  of 
any  other  deodorising  substance,  to  any  filth  deposited 
in  such  receptacle,  to  be  maintained  at  all  times  in 
good  order. 
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20. — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  water- 
closet,  earth-closet,  or  privy  belonging  to  such  house, 
such  lodger  shall  cause  the  pan,  seat,  floor,  and  walls 
of  such  water-closet,  and  the  seat,  floor,  and  walls  of 
such  earth-closet  or  privy  to  be  thoroughly  cleansed 
from  time  to  time  as  often  as  may  be  necessary  for 
the  purpose  of  keeping  such  pan,  seat,  floor,  and  walls 
in  a  clean  and  wholesome  condition. 


21. — In  every  case  where  two  or  more  lodgers  in 
a  lodging-house  are  entitled  to  the  use  in  common  of 
any  water-closet,  earth-closet,  or  privy  belonging  to 
such  house,  the  landlord  shall  cause  the  pan,  seat, 
floor,  and  walls  of  such  water-closet,  and  the  seat, 
floor,  and  walls  of  such  earth-closet  or  privy  to  be 
thoroughly  cleansed  from  time  to  time  as  often  as  may 
be  necessary  for  the  purpose  of  keeping  such  pan, 
seat,  floor,  and  walls  in  a  clean  and  wholesome 
condition. 


22. — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  earth- 
closet  or  privy  belonging  to  such  house,  such  lodger 
shall  cause  every  receptacle  for  filth  provided  or  used 
in  or  in  connexion  with  such  earth- closet  or  privy  to 
be  maintained  at  all  times  in  a  wholesome  condition. 

He  shall  cause  a  sufficient  supply  of  dry 
earth,  or  some  other  deodorising  substance,  to  be  from 
time  to  time  provided  for  use  in  such  earth-closet, 
privy,  or  receptacle  for  filth,  and  shall  cause  such  dry 
earth,  or  other  deodorising  substance,  to  be  frequently 
and  effectually  applied  to  such  filth,  or  he  shall  cause 
such  dry  earth,  or  other  deodorising  substance,  as  may 
from  time  to  time  be  supplied  to  such  house,  in  pur- 
suance of  the  statutory  provision  in  that  behalf  by 
the  Council,  or  by  any  person  with  whom  they  may 
contract  for  the  purpose,  to  be  frequently  and  effect- 
ually applied  to  such  filth. 
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23.  — In  every  case  where  two  or  more  lodgers  in  a 
lodging-house  are  entitled  to  the  use  in  common  of 
any  earth-closet  or  privy  belonging  to  such  house,  the 
landlord  shall  cause  every  receptacle  for  filth  provided 
or  used  in  or  in  connexion  with  such  earth-closet  or 
privy  to  be  maintained  at  all  times  in  a  wholesome 
condition. 

He  shall  cause  a  sufficient  supply  of  dry  earth, 
or  of  some  other  deodorising  substance,  to  be  from 
time  to  time  provided  for  use  in  such  earth-closet, 
privy,  or  receptacle  for  filth,  and  shall  cause  such  dry 
earth  or  other  deodorising  substance  to  be  frequently 
and  effectually  applied  to  such  filth,  or  he  shall  cause 
such  dry  earth  or  other  deodorising  substance  as  may 
from  time  to  time  be  supplied  to  such  house,  in 
pursuance  of  the  statutory  provision  in  that  behalf, 
by  the  Council,  or  by  any  person  with  whom  they 
may  contract  for  the  purpose,  to  be  frequently  and 
effectually  applied  to  such  filth. 

24.  — The  landlord  of  a  lodging-house  shall  cause 
every  part  of  the  structure  of  every  ashpit  belonging 
to  such  house  to  be  maintained  at  all  times  in 
good  order. 

25.  — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  ashpit 
belonging  to  such  house,  such  lodger  shall  cause  such 
ashpit  to  be  kept  at  all  times  in  a  wholesome  condition. 

26.  — In  every  case  where  two  or  more  lodgers  in  a 
lodging-house  are  entitled  to  the  use  in  common  of 
any  ashpit  belonging  to  such  house,  the  landlord  shall 
cause  such  ashpit  to  be  kept  at  all  times  in  a 
wholesome  condition. 

27.  — A  lodger  in  a  lodging-house,  or  an  occupant  of 
any  room  therein,  shall  not  throw  any  filth  or  wet 
refuse  into  any  ashpit  belonging  to  such  house,  and 
constructed  and  adapted  for  use  only  as  a  receptacle 
for  ashes,  dust,  and  dry  refuse. 
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28.  — Every  lodger  in  a  lodging-house  shall  cause 
the  floor  of  every  room  which  has  been  let  to  him  to  be 
thoroughly  swept  once  at  least  in  every  day,  an(i  to  be 
thoroughly  washed  once  at  least  in  every  week. 

29.  — Every  lodger  in  a  lodging-house  shall  cause 
every  window,  every  fixture  or  fitting  of  wood,  stone, 
or  metal,  and  every  painted  surface  in  every  room 
which  has  been  let  to  him,  to  be  thoroughly  cleansed 
from  time  to  time  as  often  as  may  be  requisite. 

30.  — Every  lodger  in  a  lodging-house  shall  cause 
all  solid  or  liquid  filth  or  refuse  to  be  removed  once 
at  least  in  every  day  from  every  room  which  has  been 
let  to  him,  and  shall  once  at  least  in  every  day  cause 
every  vessel,  utensil,  or  other  receptacle  for  such 
xilth  or  refuse,  to  be  thoroughly  cleansed. 

31.  — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  staircase, 
landing,  or  passage  in  such  house,  such  lodger  shall 
cause  every  part  of  such  staircase,  landing,  or  passage, 
to  be  thoroughly  cleansed  from  time  to  time  as  often 
as  may  be  requisite. 

32.  — In  every  case  where  two  or  more  lodgers  in  a 
lodging-house  are  entitled  to  the  use  in  common  of 
any  staircase,  landing,  or  passage  in  such  house,  the 
landlord  shall  cause  every  part  of  such  staircase, 
landing,  or  passage  to  be  thoroughly  cleansed  from 
time  to  time  as  often  as  may  be  requisite. 

33.  — A  lodger  in  a  lodging-house  shall  not  cause  or 
suffer  any  animal  to  be  kept  in  any  room  which  has 
been  let  to  such  lodger  or  elsewhere  upon  the  premises 
in  such  a  manner  as  to  render  the  condition  of  such 
room  or  premises  filthy  or  unwholesome. 
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34. — In  every  case  where  a  lodger  in  a  lodging- 
house  is  entitled  to  the  exclusive  use  of  any  cistern 
or  other  receptacle  for  the  storage  of  water  supplied 
to  the  premises,  such  lodger  shall  cause  every  part 
of  the  interior  of  such  cistern  or  receptacle  to  be 
thoroughly  cleansed  from  time  to  time  as  often  as  may 
be  requisite  for  the  purpose  of  keeping  the  same  in  a 
clean  and  wholesome  condition. 


35, — In  every  case  where  two  or  more  lodgers  in  a 
lodging-house  are  entitled  to  the  use  in  common  of 
any  cistern  or  other  receptacle  for  the  storage  of  water 
supplied  to  the  premises,  the  landlord  shall  cause 
every  part  of  the  interior  of  such  cistern  or  receptacle 
to  be  thoroughly  cleansed  from  time  to  time  as  often 
as  may  be  requisite  for  the  purpose  of  keeping  the 
same  in  a  clean  and  wholesome  condition. 


36.  - —The  landlord  of  a  lodging-house  shall  cause  all 
such  means  of  ventilation  as  may  be  provided  in  or  in 
connection  with  any  room  or  passage  in  such  house, 
and  in  or  in  connection  with  any  water-closet,  earth- 
closet,  or  privy  belonging  to  such  house,  to  be  main- 
tained at  all  times  in  good  order. 

37.  — The  landlord  of  a  lodging-house  shall,  in  the 
first  week  of  the  month  of  April  in  every  year,  cause 
every  part  of  the  premises  to  be  cleansed. 

He  shall,  at  the  same  time,  except  in  such 
cases  as  are  hereinafter  specified,  cause  every  area,  the 
interior  surface  of  every  ceiling  and  wall  of  every 
water-closet,  earth-closet,  or  privy  belonging  to  the 
premises,  and  the  interior  surface  of  every  ceiling  and 
wall  of  every  room,  staircase,  and  passage  in  the 
house  to  be  thoroughly  washed  with  hot  lime-wash  : 

Provided  that  the  Foregoing  requirement  with 
respect  to  the  lime-washing  of  the  internal  surface  of 
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the  walls  of  rooms,  staircases,  and  passages  shall  not 
apply  in  any  case  where  the  internal  snrface  of  any 
such  wall  is  painted,  or  where  the  material  of  or  with 
which  such  surface  is  constructed  or  covered  is  such 
as  to  render  the  lime-washing  thereof  unsuitable  or 
inexpedient,  and  where  such  surface  is  thoroughly 
cleansed,  and  the  paint  or  other  covering  is  renewed, 
if  the  renewal  thereof  be  necessary  for  the  purpose  of 
keeping  the  premises  in  a  cleanly  and  wholesome 
condition. 


38.  — The  landlord  of  a  lodging-house  shall  cause 
every  court  and  courtyard  thereof  to  be  properly 
paved  with  a  hard,  durable,  and  impervious  pavement, 
evenly  and  closely  laid  upon  a  sufficient  bed  of  good 
concrete,  and  sloped  to  a  properly  constructed  channel 
leading  to  a  trapped  gully  grating,  which  shall  be  so 
constructed  and  placed  as  effectually  to  carry  off  all 
rain  or  waste  water  from  such  court  or  courtyard. 

He  shall  cause  such  pavement,  channel,  and 
grating  to  be  kept  at  all  times  in  good  order  and  in 
proper  repair. 

39.  — Every  lodger  in  a  lodging-house  shall,  except 
in  such  cases  as  are  hereinafter  specified,  cause  every 
window  of  every  room  which  has  been  let  to  him,  and 
which  has  been  used  as  a  sleeping  apartment,  to  be 
opened  and  to  be  kept  fully  open  for  one  hour  at 
least  in  the  forenoon  and  for  one  hour  at  least  in  the 
afternoon  of  every  day. 

Provided  that  such  lodger  shall  not  be  re- 
quired, in  pursuance  of  this  Bye-law,  to  cause  any 
such  window  to  be  opened  or  to  be  kept  open  at  any 
time  when  the  state  of  the  weather  is  such  as  to 
render  it  necessary  that  the  window  should  be  closed, 
or  when  any  bed  in  any  such  room  may  be  occupied 
by  any  person  in  consequence  of  sickness  or  of  some 
other  sufficient  cause. 
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40.  — -The  landlord  of  a  lodging-house,  immediately 
after  lie  shall  have  been  informed,  or  shall  have  ascer- 
tained that  any  person  in  such  house  is  ill  of  an 
infectious  disease,  shall  give  written  notice  thereof  to 
the  Medical  Officer  of  Health  of  the  Council. 

4 1 .  — In  every  case  where  a  lodger  in  a  lodging- 
house  has  been  informed,  or  has  ascertained,  or  has 
reasonable  grounds  for  believing,  that  an  occupant  of 
any  room  which  has  been  let  to  such  lodger  is  ill  of  an 
infectious  disease,  such  lodger  shall  forthwith  give 
written  notice  thereof  to  the  landlord  and  to  the 
Medical  Officer  of  Health  of  the  Council,  and  verbal 
or  written  notice  thereof  to  every  other  lodger  in  such 
house. 

42.  — In  every  case  where,  in  pursuance  of  the 
statutory  provision  in  that  behalf,  an  order  of  a 
justice  has  been  obtained  for  the  removal  from  a 
lodging-house  to  a  hospital,  or  other  place  for  the 
reception  of  the  sick,  of  a  person  who  is  suffering 
from  any  dangerous  infectious  disorder  and  is  without 
proper  lodging  or  accommodation,  or  lodged  in  a  room 
occupied  by  more  than  one  family,  the  landlord  of  such 
house,  and  the  lodger  to  whom  any  room  whereof  such 
person  maybe  an  occupant  has  been  let  shall,  on  being 
informed  of  such  order,  forthwith  take  all  such  steps 
as  may  be  requisite  on  the  part  of  such  landlord  and 
of  such  lodger  respectively,  to  secure  the  safe  and 
prompt  removal  of  such  person  in  compliance  with 
such  order,  and  shall,  in  and  about  such  removal, 
adopt  all  such  precautions  as,  in  accordance  with  any 
instructions  which  such  landlord  and  such  lodger 
respectively,  may  receive  from  the  Medical  Officer  of 
Health  of  the  Council  may  be  most  suitable  for  the 
circumstances  of  the  case. 

PENALTIES. 

43.  — Every  person  who  shall  offend  against  any  of 
the  foregoing  Bye-laws  shall  be  liable  for  every  such 
offence  to  a  penalty  of  five  pounds,  and  in  the  case  of 
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a  continuing  offence  to  a  further  penalty  of  twenty 
shillings  for  each  day  after  written  notice  of  the 
offence  from  the  Council. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment, 
as  a  penalty,  of  any  sum  less  than  the  full  amount  of 
the  penalty  imposed  by  this  Bye-law. 

REPEAL. 

44. — From  and  after  the  date  of  the  confirmation 
of  these  Bye-Laws  the  Bye-Laws  relating  to  houses 
let  in  lodgings,  which  were  confirmed  on  the  25th  day 
of  September,  in  the  Year  One  Thousand  Eight 
Hundred  and  Eighty  Two,  by  the  Local  Government 
Board,  shall  be  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham,  ivas 
affixed  hereto  at  a  Meeting  of  the  Council  of  the 
said  Borough,  held  on  the  26th  day  of  Julyy  1892, 
at  the  Town  Hallj  West  Ham,  as  a  Certificate 
of  the  adoption  by  them  of  the  foregoing  scries  of 
Bye-laws  with  respect  to  Houses  let  in  Lodgings,  or 
occupied  by  Members  of  more  than  one  family. 


GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY, 

Town  Clerk. 
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The  foregoing  Bye-laws  with  respect  to  Houses  let  in 
Lodgings  or  occupied  by  members  of  more  than  one 
family  are  hereby  allowed  by  the  Local  Government 
Board  this  first  day  of November 1892. 


HENRY  H.  FOWLER, 

President. 

HUGH  OWEN, 

Secretary. 
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The  Municipal  Corporations  Act,  1882. 

ZB"3Z"IE-  LAWS 

FOR  THE 

GOOD  RULE  &  GOVERNMENT 

OF  THE 

BOROUGH  OF  WEST  HAM, 

MADE  BY  THE 

MAYOR,-  ALDERMEN,    AND  BURGESSES. 

ACTING  BY  THE 

COUNCIL  OF  THE  SAID  BOROUGH. 

Approved  by  the  Council,  22?id  day  of  October,  1889. 


IConiion  : 

Tiuc  Avenue  Press  (Cocksedge  &  Harvkrson),  Stratford  ; 
and  32,  New  Bridge  Street,  E.  ( J. 

1899. 
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BYE-LAWS 

FOR  THE 

GOOD  RULE  AND  GOVERNMENT 

OF  THE 

BOKOUG-H  OF  WEST  HAM, 

MADE  BY  THE 

MAYOE,  ALDEKMEN,  AND  BURGESSES, 

ACTING  BY  THE 

COUNCIL  OF  THE  SAID  BOROUGH, 


1.  — An  owner  of  land  shall  not  cause  or  suffer 
any  such  land  within  two  hundred  yards  of  any 
street  or  of  any  dwelling-house  to  be  occupied  by 
any  tent-dweller,  squatter,  gipsy,  or  other  person 
dwelling  in  a  tent  or  van,  or  other  similar  structure. 

2.  — A  tent-dweller,  squatter,  gipsy,  or  other 
person  shall  not  use  as  a  dwelling-place  any  tent  or 
van,  or  other  similar  structure,  placed  on  any  land 
situated  within  two  hundred  yards  of  any  street  or 
of  any  dwelling-house. 

Penalties. 

3.  —  Every  person  who  shall  offend  against  either 
of  the  foregoing  bye-laws  shall  be  liable  for  every 

such  offence  to  a  penalty  of  Five  rounds. 
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Provided,  nevertheless,  that  the  Justices  or  Court 
before  whom  any  complaint  may  be  made,  or  any 
proceedings  may  be  taken  in  respect  of  any  such 
offence,  may,  if  they  think  fit,  adjudge  the  payment 
as  a  penalty  of  any  sum  less  than  the  full  amount 
of  the  penalty  imposed  by  this  bye -law. 

The  Corporate  Common 
Seal  of  the  Mayor,  Aldermen, 
and  Burgesses,  acting  by 
the  Council  of  the  Borough 
of  West  Ham,  was  affixed 
hereto  pursuant  to  a  resolu- 
tion passed  at  a  meeting  of 
the  said  Council,  holden  on 
the  22nd  day  of  October, 
1889,  in  the  presence  of 

FREDERIC  SMITH, 

Mayor. 


FRED:  E.  .HILLEARY, 

Town  Clerk. 


The  Municipal  Corporations  Act,  1882. 

FOR  THE 

GOOD  RULE  &  GOVERNMENT 

OF  THE 

COUNTY  BOROUGH  OF  WEST  HAM, 

MADE  BY  THE 

MAYOR,    ALDERMEN,    AND  BURGESSES, 

ACTING  BY  THE 

COUNCIL  OF  THE  SAID  BOROUGH. 

Approved  by  the  Council  8th  day  of  October,  1895. 


$oniiott  : 

The  Avenue  Press  (Cocksedge  &  Harvkrson),  Stratford  ; 
and  32,  New  Bridge  Street,  E.C. 

1899. 
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BYE-LAW 

FOR  THE 

GOOD  RULE  AND  GOVERNMENT 

OF  THE 

COUNTY  BOROUGH  OF  WEST  HAM. 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES, 

ACTING  BY  THE 

-    COUNCIL  OF  THE  SAID  BOROUGH. 


Any  person  who  shall  frequent  and  use  any  street 
or  other  public  place  within  the  Borough,  either  on 
behalf  of  himself  or  of  any  other  person,  for  the 
purpose  of  book-making  or  betting,  or  wagering,  or 
agreeing  to  bet  or  wager  with  any  person,  shall  be 
liable  to  a  penalty  not  exceeding  five  pounds. 

The  Corporate  Seal  of ' 
the  Mayor,  Aldermen, 
and  Burgesses,  acting  by 
the  Council  of  the  County 
Borough  of  West  Ham, 
was  affixed  hereto  at  a 
meeting  of  the  said 
Council  holden  on  the 
8th  day  of  October,  1895, 
in  the  presence  of 

GEO.  HAY, 

Mayor. 

FEED:  E.  HILLEARY, 

Town  Clerk 
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The   Municipal  Corporations  Act,  1882. 

FOR  THE 

GOOD  RULE  &  GOVERNMENT 

OF  THK 

COUNTY  BOROUGH  OF  WEST  HAM, 

MADE  BY  THE 

MAYOR,    ALDERMEN,    AND  BURGESSES, 

ACTING   BY  TIIK 

COUNCIL  OF  THE  SAID  BOROUGH. 

Approved  by  the  Council,  ISth  day  of  December,  1898. 

^Coniiojt  : 

The  Avenue  Press  (Cooksedge  &  SarversIDn).,  Stratford  ; 
and  32,  New  Bridge  Street,  E.C. 

1890. 
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BYE-LAW 

FOR  THE 

GOOD  RULE  AND  GOVERNMENT 

OF  THE 

COUNTY  BOROUGH  OF  WEST  HAM, 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

ACTING   BY  THE 

COUNCIL  OF  THE  SAID  BOROUGH. 


Lights  on  Vehicles. 

1. — Every  carriage,  cart,  wagon  or  other  vehicle 
which  shall  be  driven  or  be  upon  any  highway 
during  the  period  between  one  hour  after  sunset 
and  one  hour  before  sunrise  shall  be  provided  with 
a  lamp  or  lamps,  which  shall  be  so  constructed  and 
placed  (such  lamp  or  one  of  such  lamps  being  on 
the  right  or  off-side  of  the  carriage,  cart,  wagon,  or 
other  vehicle)  as  to  exhibit  a  white  light  in  the 
direction  in  which  the  vehicle  proceeds,  and  shall 
be  so  lighted  and  kept  lighted  as  to  afford  adequate 
means  of  signalling  the  approach  or  position  of 
the  vehicle. 

This  Bye-law  shah  not  apply  to  any  carriage 
which  is  required  to  carry  lights  by  any  statutory 
enactment,  or  by  any  rule,  regulation,  or  order 
made  under  any  statutory  enactment,  and  for  the 
time  being  in  force,  or  to  any  truck,  barrow,  or 
other  vehicle  drawn  or  propelled  by  hand  only. 
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Penalties.  , 

2. — The  owner  of  any  vehicle  who  shall  cause  or 
suffer  the  same  to  be  driven  or  to  be.  upon  any 
highway  without  having  attached  thereto  a  lamp  or 
lamps  in  compliance  with  these  Bye-laws  shall  be 
liable  to  a  penalty  not  exceeding  40s. 

The  driver  or  other  person  in  charge  of  any 
vehicle  having  attached  thereto  a  lamp  or  lamps  in 
compliance  with  this  Bye-law  shall,  if  such  lamp  or 
lamps  be  not  duly  placed,  lighted,  and  kept  lighted 
in  the  manner  and  during  the  period  by  these  Bye- 
laws  required,  be  liable  to  a  penalty  not  exceeding 
20s. 


The  Corporate  Seal  of 
the  Mayor,  Aldermen, 
and  Burgesses,  acting  by 
the  Council  of  the  County 
Borough  of  West  Ham, 
was  affixed  hereto  at  a 
meeting  of  the  said 
Council  holden  on  the 
1 3th  day  of  December, 
1898,  in  the  presence  of 


M.  ADAMSON, 
Mayor. 


FRED:  E.  HILLEARY, 

Town  Clerk. 


BYE-LAWS 


MADE  BY  THE 

MAYOR,  ALDERMEN  AND  BURGESSES 
OF  THE  BOROUGH  OF  WEST  HAM, 

ACTING  BY    THE    COUNCIL    AS    THE    LOCAL  AUTHORITY, 
UNDER  THE  WEIGHTS  AND  MEASURES  ACT,  1889, 

WITH  RESPECT  TO 

THE  SALE  OF  COAL 

WITHIN  THE  BOROUGH. 


Reg  (dating  the  sale  of  coal  in  quantities  not  exceeding 
two  hundredweight. 

1.  — When  delivered  to  the  purchaser  at  the  shop 
or  premises  of  the  seller,  coal  in  quantities  not 
exceeding  two  hundredweight  shall  be  correctly 
weighed  in  the  presence  of  the  purchaser,  and  if 
such  coal  is  of  less  weight  than  represented  by  the 
seller,  he  shall  be  liable  to  the  penalty  provided  by 
these  Bye-laws. 

2.  — When  not  delivered  to  the  purchaser  at  the 
shop  or  premises  of  the  seller,  coal  in  quantities  not 
exceeding  two  hundredweight  shall  be  carried 
(whether  in  a  vehicle  or  not),  offered  for  sale,  sold, 
or  delivered  only  in  sacks,  bags,  or  other  receptacles, 
each  of  which  shall  contain  one  or  other  of  the 
following  quantities  of  eoal: — two  hundredweight, 
one  hundredweight,  half-hundredweight,  quarter- 
hundredweight,  fourteen  pounds. 
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3.  — To  the  top  of  the  outer  side  of  every  such 
sack,  bag,  or  other  receptacle,  there  shall  be  securely 
attached  a  metal  tablet  or  label,  not  less  than  two 
inches  square  or  two  inches  diameter,  and  upon  such 
tablet  or  label  shall  be  clearly  marked  in  a  perma- 
nent manner,  the  correct  weight  of  the  coal  contained 
in  such  sack,  bag,  or  other  receptacle. 

4.  — Every  person  offering  for  sale  or  selling  or 
delivering  coal  in  quantities  not  exceeding  two 
hundredweight  shall,  when  required,  weigh  such  coal 
in  the  presence  of  the  purchaser,  and  when  required 
by  an  Inspector  of  Weights  and  Measures,  or  by 
any  Officer  appointed  by  the  Council  for  that  purpose, 
in  the  presence  of  such  Inspector  or  Officer,  and  if 
such  coal  be  of  less  weight  than  the  weight  marked 
upon  the  tablet  or  label  attached  to  the  sack,  bag, 
or  other  receptacle  which  contained  such  coal,  the 
person  offering  for  sale  or  selling  or  delivering  such 
coal  shall  be  liable  to  the  penalty  provided  by  these 
Bye-laws. 


Prescribing  weighing  instrument  to  be  carried  with 
vehicle  carrying  coal. 

5. — The  person  in  charge  of  every  vehicle  in 
which  coal  is  carried  for  sale  or  for  delivery  to  a 
purchaser,  shall  carry  in  such  vehicle  a  stamped 
weighing  instrument  of  a  form  approved  by- the 
Council,  with  sufficient  correct  weights  to  weigh 
the  coal  in  any  sack,  bag,  or  other  receptacle 
carried  in  such  vehicle. 


Prescribing  the  distance  for  carrying  coal  to  be 
weighed. 

6. — A  seller  of  coal  or  person  in  charge  of  a 
vehicle  in  which  coal  is  carried  who  is  required  in 
pursuance  of  Section  27  of  the  Weights  and  Mea- 
sures Act,  1889,  to  carry  coal  to  any  place  for  the 
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purpose  of  being  weighed  or  re- weighed,  shall  carry 
such  coal  to  the  nearest  place  at  which  there  is  a 
suitable  weighing  instrument  and  weights,  available 
for  weighing  such  coal,  but  in  no  case  exceeding  a 
distance  of  half  a  mile  from  any  place  where  such 
coal  may  be  when  it  is  required  to  be  weighed  or 
re-weighed. 

Penalty. 

7. — The  penalty  for  every  breach  of  any  of  the 
foregoing  Bye-laws  or  any  part  thereof  shall  be  a 
sum  not  exceeding  five  pounds,  and  such  penalty 
shall  be  recoverable  summarily  in  a  Police  Court, 
or  other  Court  of  Summary  Jurisdiction,  in  manner 
provided  by  the  Summary  Jurisdiction  Acts. 

The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham,  was  affixed  hereto  at  a  Meeting  of  the 
Council  of  the  said  Borough,  held  on  the  27th 
day  of  October,  1891,  at  the  Town  Hall,  West 
Ham,  as  a.  Certificate  of  the  adoption  by  them 
of  the  foregoing  series  of  Bye-Laws  with  respect 
to  the  sale  of  coal  within  the  Borough. 

HENEY  WOKLAND, 

Mayor. 

FRED  :  E.  HILLEARY, 

To,wn  Clerk. 

Approved  by  the  Board  of  Trade,  this  fourth  day 
of  December,  1891. 

0.  CECIL  TREVOR, 

.  Issistant  Secretary. 


Weights  and  Measures  Acts. 


GENERAL  REGULATIONS 

FOR  THE  GUIDANCE  OF 

INSPECTORS    OF    WEIGHTS  AND 
MEASURES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

MADE  BY  THE  COUNCIL  IN  PURSUANCE  OF  SECT.  9 
OF  THE  WEIGHTS  AND  MEASURES  ACT,  1889 
[52  and  53  Vict.,  c.  21], 

At  a  Meeting  h  olden  on  the  26th  July,  1892. 


LONDON : 

The  Avenue  Press  (Cocksedge  &  Harverson),  Stratford,  E. 

1899. 


WEIGHTS  &  MEASURES  ACTS, 


GENERAL  REGULATIONS 

For  the  guidance  of  Inspectors,  made  by  the  Council 
of  the  Borough,  in  pursuance  of  the  powers  conferred 
on  them  by  Section  9  of  the  Weights  and  Measures 
Act,  1889  [52  &  53  Vict,  c.  21]. 


Section  I. 
General. 

1.  — Every  weight  or  measure  brought  for  verifi-  Modeofcom- 
cation  which  is  of  the  same  denomination  as  one  of  lights  and 
the  local  standards,  shall  be  compared  with  the  cor-  measures, 
responding  local  standard,  e.g.,  a  1-lb.  weight  shall 

be  compared  with  one  local  standard  bearing  the 
denomination  "  1  lb."  ;  a  gallon  measure  shall  be 
compared  with  the  local  standard  gallon,  and  so  on 
with  regard  to  every  weight  or  measure  brought  for 
the  purpose  of  verification. 

Each  division  or  sub-division  in  divided  measures 
shall  be  compared  with  the  corresponding  division 
or  sub-di  vision  of  the  local  standard. 

2.  — An  Inspector  shall  not  stamp  any  weight,  Prohibition 
measure,  or   weighing  instrument  of   which  the  of  BtamPins- 
material  or  mode  of  construction  appears  likely  to 


facilitate  the  commission  of  fraud,  or  which  does  not 
comply  with  these  Regulations. 

3.  — An  Inspector  shall  not  stamp  any  weight, 
measure,  or  weighing  instrument  which  has  on  it 
any  manufacturer's  or  other  mark  which  is  similar  in 
design  to  the  stamp  of  verification. 

4.  — A  weight,  measure,  or  weighing  instrument 
shall  be  deemed  to  be  unjust  which  is  inaccurate 
to  a  greater  extent  than  the  limits  of  error  allowed 
in  Tables  III.  to  XIII.  of  these  Regulations. 

5.  — Any  Inspector  who  wilfully  discloses  or  causes 
to  be  disclosed  to  any  manufacturer  or  trader  the 
secrets  of  the  manufacture  or  business  of  any  other 
manufacturer  or  trader,  of  which  secrets  the  Inspec- 
tor may  have  become  possessed  in  the  performance 
of  his  duties,  or  who  wrongfully  betrays  the  con- 
fidence of  his  office,  will  be  deemed  guilty  of  mis- 
conduct under  Clause  49  of  the  Weights  and 
Measures  Act,  1878. 

6.  — No  legal  proceedings  will  be  taken  by  the 
Council  in  respect  of  error  in  weighing  instruments 
of  the  class  referred  to  in  Table  XIII.  attached  to 
these  Regulations,  unless  such  error  be  more  than 
1  per  cent,  against  the  purchaser. 

7.  — Should  any  questions  arise  of  a  practical  or 
technical  nature  bearing  on  the  interpretation  of 
these  Regulations  or  of  the  Weights  and  Measures 
Acts,  in  connection  with  other  local  authorities  or 
their  officers,  the  Council  will  refer  such  questions 
to  the  Board  of  Trade. 

Section  II. 
Verification  of  Weights. 

8.  — Inspectors  are  to  verify  and  stamp  for  use 
in  trade  only  such  weights  as  are  marked  with 
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the  denominations  in  Table  I.  Weights,  other  than 
apothecaries'  weights,  may  not  be  marked  with  more 
than  one  denomination. 

9.  — The  accuracy  of  each  weight  brought  for  the  Balances  to 
purpose  of  verification  shall  be  tested  by  means  of  a    e  use( ' 
balance  supplied  to  the  Inspector  for  the  purpose  of 
testing  weights  at  that  particular  denomination,  and 

by  none  other. 

10.  — Any  new  weight  containing  more  than  one  Prohibition 
adjusting  hole,  or  on  which  the  adjusting  material  °  stamPms- 
projects  beyond  the  surface  of  the  weight,  or  which 

has  a  removable  ring,  or  which  contains  a  loose 
plug,  or  loose  adjusting  material,  or  which  is  un- 
finished, shall  not  be  stamped. 

1 1.  — Any  weight  which  is  found,  upon  comparison  Errors 
with  the  local  standard,  to  be  inaccurate  to  a  a  owe 
greater  extent  than  is  specified  in  Tables  III.,  IV., 

or  V.,  shall  not  be  stamped. 

12.  — All  earthenware,  glass,  porcelain,  or  china  Porous 
weights  shall  be  tested  once  when  perfectly  dry,  and  weishts- 
again  after  having  been  immersed  in  water  for  an 
hour.    Such  weights  shall  not  be  stamped  if  at 
either  testing  they  are  inaccurate  to  a  greater  extent 

than  is  specified  in  Tables  III.,  IV.,  or  V. 

13.  - — Where  the  amount  of  the  adjusting  material  Cased 
in  any  weight  is  clearly  in  excess  of  what  is  necessary  wei§hts- 
for  purposes  of  adjustment,  such  weight  shall  be 
deemed  a  "  cased  weight." 

14.  — Any  new  weight  which  is  not  clean  and  Weights  to  be 
smooth,  or  which  has  any  flaws,  blisters,  or  cavities,  clean-  etc- 
shall  not  be  verified  or  stamped. 

15.  — Brass  "bell"  weights  adjusted  by  the  inser-  Brass  bell 
tion  of  a  plug  of  lead  or  other  metal  in  a  small  hole  weishts- 
in  the  weight,  may  be  verified,  and  the  stamp  placed 

on  the  adjusting  material. 
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weights  — When  a  brass  "  bell"  weight  has  been  re- 

adjusted, any  existing  verification  stamp  should  be 
obliterated,  and  the  weight  restamped  on  the 
adjusting  material. 

iron  weights.  ^ — ^n  mSpector  shall  not  stamp  any  iron  weight 
which  has  not  an  adjusting  plug  of  soft  metal  upon 
which  to  impress  the  stamp. 


Section  III. 

Verification  of  Measures. 

Denomina-         ]_8. — Inspectors  are  to  verify  and  stamp  for  use  in 

tions  used  in,-.  nx-,  ^  i  i'jiii 

trade.  trade  only  such  measures  as  are  marked  with  the 

denominations  in  Table  II. 


error 


Allowance  of      19. — Any  measure  which  is  found,  upon  com- 
parison with  the  local  standard,  to  be  inaccurate  to 
a  greater  extent  than  is  specified  in  Tables  VI.,  VII. 
VIII.,  or  IX.,  shall  not  be  stamped. 


Measures  of  Length. 


Temperature 
of  testing. 


20. — Measures  of  length  are  to  be  tested,  as  nearly 
as  possible,  at  a  temperature  of  62°  Fahrenheit.  The 
measure  and  standard  should  be  left  for  a  short  time 
in  proximity,  so  that  they  may  both  be,  as  nearly  as 
possible,  of  the  same  temperature. 


End 

measures. 


21. — End  measures  of  length  which  are  not  sub- 
divided should  not  be  stamped  unless  engraved  or 
marked  by  the  manufacturer  "  not  subdivided." 


How 

compared. 


22. — -Every  measure  of  length,  from  10  feet  to 
1  inch,  brought  for  the  purpose  of  verification,  shall 
be  compared  with  the  corresponding  local  standard 
similarly  divided,  both  as  to  the  total  length,  and  as 
to  every  division  on  such  measure. 


5 


Measures  of  Capacity. 

23. — The  correctness  of  every  liquid  measure  of  Liquid 
capacity,  from  eight  gallons  to  a  quarter  gill  (except  measue 
churns,  apothecaries'  measures,  and  those  measures 
of  conical  shape  which  are  provided  with  a  lip), 
brought  for  the  purpose  of  verification,  shall  be 
tested  with  water  by  the  following  method  : — 

(a)  The  local  standard  shall  be  filled,  and 
a  glass  strike  passed  completely  over  it,  so  as 
to  allow  of  no  air  bubbles. 

(b)  The  contents  of  the  local  standard  shall 
be  then  emptied  into  the  measure  submitted  for 
verification,  and  a  glass  strike  passed  over  such 
measure  in  the  same  manner  as  over  the  local 
standard. 


measures. 


24. — Every  conical- shaped  measure  which  is  pro-  Conical 
vided  with  a  lip,  shall  be  tested  to  the  bottom  of  the 
lip,  and  not  to  the  top  or  middle  of  the  lip,  by 
emptying  the  water  from  such  measure  into  the  local 
standard. 


25. — The  correctness  of  every  dry  measure  of  Dry  measure, 
capacity  from  8  gallons  to  a  quarter-gill  brought  for 
the  purpose  of  verification,  shall  be  tested  with  rape 
seed  in  the  following  manner  : — 

(a)  The  local  standard  shall  be  filled  with 
seed  passed  through  a  hopper,  and  there  shall 
be  a  distance  of  six  inches  between  the  bottom 
of  the  hopper  and  the  top  of  the  local  standard 
measure. 

(b)  Such  seed  shall  then  be  replaced  in  the 
hopper,  and  thence  run  from  the  hopper  into  the 
measure  submitted  for  verification,  which  shall 
be  placed  so  that  the  same  distance  of  six  inches 
intervene  between  the  bottom  of  the  hopper  and 
the  top  of  such  measure. 


(c)  A  strike  shall  be  used  in  each  case  for 
the  purpose  of  levelling  the  seed. 

26.  — Every  undivided  apothecary's  glass  measure 
of  a  capacity  of  two  ounces  and  upwards,  which  is 
denoted  by  a  line  or  mark,  shall  be  tested  with  water 
by  the  following  process  : — 

(a)  The  local  standard  shall  be  filled,  and 
a  glass  strike  passed  completely  over  it  so  as  to 
allow  of  no  air  bubbles.  Or,  if  a  graduated 
standard  be  used,  it  shall  be  filled  so  that  the 
bottom  of  the  meniscus  is  in  a  line  with  the 
mark  indicating  the  requisite  quantity. 

(b)  The  contents  of  the  local  standard  shall 
be  emptied  into  the  measure  submitted  for  veri- 
fication. 

(c)  The  measure  shall  be  placed  so  that 
the  eye  of  the  inspector  shall  be  in  the  same 
level  plane  with  the  mark  indicating  the  capacity 
of  the  measure.  The  level  of  the  water  shall  be 
taken  at  the  bottom  of  the  meniscus. 

27.  — Every  undivided  apothecary's  glass  mea- 
sure, of  a  capacity  of  less  than  two  ounces,  which  is 
denoted  by  a  line  or  mark,  shall  be  tested  with 
water  by  means  of  the  pipette  or  burette.  The 
pipette  or  burette  shall  be  so  filled  that  the  bottom 
of  the  meniscus  formed  therein  by  the  water,  shall 
be  in  the  same  level  plane  with  the  line  which  indi- 
cates the  same  capacity  as  that  of  the  measure  sub- 
mitted for  verification.  The  test  shall  then  be 
completed  according  to  directions  in  paragraph  (c) 
of  the  preceding  regulation. 

28.  — Each  subdivision  of  an  apothecary's  glass 
measure  shall  be  tested,  as  directed  in  Regulations  26 
or  27,  according  to  the  capacity  of  such  subdivision. 
In  each  case  the  reading  is  to  be  taken  at  the  bottom 
of  the  meniscus. 


7 


29.  — Glass  measures  of  which  the  sub-divisions  s^a^ivisiona 
are  less  than  one-twelfth  of  an  inch  apart  shall  not 

be  stamped. 

30.  — Liquid  measures  fitted  with  a  tap  must  be  0il  measures, 
placed  exactly  vertical  before  being  tested.  The 

test  must  then  be  made  in  accordance  with  Regula- 
tion 26. 


31.  — Every  churn  which  is  represented  as  a  Churns, 
measure  of  any  capacity  specified  in  Table  II.  shall 

be  tested  in  the  following  manner  : — 

(a J  It  shall  be  rinsed  out  with  water  and 
then  placed  on  a  level  plane. 

(b)  It  shall  then  be  tested  up  to  the 
bottom  of  every  mark  denoting  capacity  in 
accordance  with  Regulation  26. 

32.  — Churns,  when  submitted  for  verification, 
should  have  the  denomination  marked  on  the  out- 
side thereof  in  legible  figures  and  letters,  and  also 
in  an  abbreviated  form  on  the  tablet  or  slip  (if  any) 
fixed  inside  the  measure.  On  the  inside  tablet  or 
slip  denoting  the  maximum  capacity  a  soft  metal 
plug  should  have  been  placed  to  receive  the  stamp. 
A  churn  shall  not  be  stamped  if  it  is  found  to  differ 
at  its  maximum  capacity  or  at  any  of  its  divisions 
from  true  standard  to  a  greater  extent  than  the 
allowance  given  in  Table  VI. 


33.  No  new  pewter  or  metal  measure  shall  be  Marking 
stamped  unless  its  denomination  is  plainly  marked  ^omin£ 
on  the  outside  of  the  body  of  the  measure,  and  not 
on  its  rim  or  edge. 
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Section  IV. 


Verification  of  Weighing  Instruments. 


Accuracy. 


A. — General. 

34.  — Every  equal  balance  weighing  instrument 
shall  be  tested  for  accuracy  as  follows  : — 

(a)  Place  on  each  pan  standard  weights 
to  the  maximum  weight  the  instrument  can 
properly  weigh. 

(b)  Add  to  the  load  in  one  pan  standard 
weights  to  an  amount  not  exceeding  that 
specified  in  the  table  of  errors  allowed  (Tables 
X.,  XI.,  or  XII.)  for  the  instrument  under 
examination. 

(c)  Transfer  the  added  weights  to  the  load 
in  the  other  pan. 

35.  — An  Inspector  shall  not  stamp  any  weighing 
instrument  which  is  in  an  imperfect  condition,  or 
which  appears  specially  liable  to  become  imperfect. 


Balance  bails.  36. — Any  weighing  instrument  may  be  con- 
structed with  a  balance  ball  or  other  contrivance 
for  facilitating  the  adjustment  of  the  instrument, 
provided  that  such  contrivance  shall  be  securely 
attached  to  the  instrument,  and  is  not  constructed 
so  as  to  facilitate  fraud. 


37. — Any  weighing  instrument  which  is  un- 
finished, or  out  of  repair,  or  the  pans,  scoops,  or 
plates  of  which  are  cracked  or  broken,  or  which  is 
not  in  a  clean  state,  or  to  which  any  extraneous 
matter  is  attached,  shall  not  be  stamped. 


Soft  bearings.  38. — Any  weighing  instrument  having  bearings 
or  centres  which  are  not  properly  hardened,  shall 
not  be  stamped. 
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39. — Every  new  weighing  instrument  submitted  ^[^|"| 
for  verification  should  have  the  maximum  capacity 
for  which  it  is  constructed  legibly  marked  thereon. 


40. — Inspectors  may  verify  and  stamp  weigh- 
bridges and  weighing  instruments  (over  56  lbs. 
capacity)  on  the  premises  of  the  owner,  and  in  such 
cases  shall  charge  (in  addition  to  the  fees  named  in 
Schedule  I.  of  the  Act  of  1889)  the  actual  cost  of 
cartage  and  lifting  the  standards. 


Verification 
in  situ. 


B. — Beam  Scales. 

41. — Beam  scales  shall  be  tested  in  the  following  Beam  scales, 
manner  : — 

(a)  Ascertain  if  the  scales  comply  with  the 
foregoing  regulations. 

(b)  Suspend  the  scales  from  a  hook  or 
other  fixed  support,  so  placed  as  to  allow  of  the 
beam  vibrating  freely.  If  the  scales  are  attached 
to  a  stand,  place  such  stand  on  a  level  plane. 

(c)  When  the  beam  is  at  rest,  see  if  the 
indicator  points  to  the  zero  of  its  scale,  or  other 
mark  indicating  that  the  instrument  is  balanced. 

(d)  Test  if  the  balance  is  maintained  not 
only  when  the  scale  pans  are  empty,  but  also 
when  two  equal  standard  weights  (not  exceeding 
the  maximum  capacity  of  the  scale)  are  placed 
one  in  each  pan. 


42. — Beam  scales  in  which  the  beam  is  reversible,  Reversible 
shall  be  tested  in  the  manner  mentioned  in  the  pre-  ams" 
ceding  regulation  ;  the  beam  shall  then  be  taken  out 
and  reversed,  and  the  scales  again  tested  in  the  same 
manner. 


43. — Beam  scales  having  pans  which  are  hung  so  Removable 
as  to  be  removable,  shall  be  tested  as  above  described  pans' 
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in  Regulations  41  and  42  ;  then  the  scale  pans  shall 
be  interchanged,  and  the  instrument  agfain  tested  for 
balance  with  the  pans  empty. 

C. — Counter  Weighing  Machines,  &c. 

44. — Counter  and  inverted  machines,  French 
balances  (Roberval  and  Beranger  principles)  dead 
weight,  sack,  coal,  and  table  machines,  and  all  like 
weighing  instruments,  having  more  than  three 
centres  or  bearings,  and  equal  arms  forming  simple 
levers,  shall  be  tested  in  the  following  manner  : — 

(a)  Place  the  machine  on  a  level  plane, 
and  see  that  it  complies  with  Regulations 
34  to  39. 

(b)  Test  the  machine  to  ascertain  if 
equilibrium  is  preserved  when  its  pans  are 
empty,  and  also  when  equal  standard  weights 
(not  exceeding  the  maximum  capacity  of  the 
machine)  are  placed  in  the  middle  of  the  pans. 

(c)  Then  test  by  placing  the  standard 
weights  on  different  portions  of  the  pans,  in- 
cluding one  on  the  outer  part  of  one  pan,  and 
the  other  on  the  inner  part  of  the  other  pan. 
Test  again,  placing  a  standard  weight  near  the 
middle  of  the  side  of  each  pan.  But  in  no  case 
shall  the  standard  weights  be  placed  at  a 
greater  distance  from  the  centre  of  the  pan 
than  one -third  the  width  of  the  pan. 

(d)  In  an  accelerating  machine,  where  the 
machine  is  balanced  when  the  weight  pan  on 
being  brought  level  with  the  goods  pan  slowly 
rises  until  the  goods  pan  rests  on  its  stand, 
ascertain  that  the  machine  is  correctly  balanced 
by  placing  on  the  weight  pan  "a  small  weight, 
which  should  prevent  this  pan  rising.  For  a 
7-lb.  or  14-lb.  machine  a  one-dram  weight 
would  be  sufficient. 
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45.  — Any  machine  having  a  movable  pan  or  scoop  ^°™^te 
shall  be  tested  with  snch  pan  or  scoop  as  an  integral  scoops' 
part  thereof.    Any  machine  which  has  a  scoop  or  pan 

so  large  that  it  throws  the  beam  off  its  bearings  in 
any  of  the  foregoing  tests,  shall  not  be  stamped. 

46.  — Any  weighing  instrument  which  has  its  Secondary 

.    .  .  levers. 

secondary  levers  of  insufficient  rigidity  or  of  insecure 
construction  shall  not  he  stamped. 

47.  — -Any  counter  machine  or  scale  beam  which  Sliding 
has  a  sliding  or  tare  weight  shall  not  be  stamped. 

48.  — Every  instrument    known  as  a  Beranger  j^r^s®r 
balance  must,  in  addition  to  complying  with  the 
Regulations  numbered  44  to  47,  be  furnished  with 

an  indicating  arm  and  a  zero  mark,  and  such  arm 
shall  point  exactly  to  such  mark  when  the  pans  are 
at  the  same  height. 


D. — Steelyards. 

49.  — Every  steelyard  shall  have  an  indicator,  indicator— 
which  shall  correctly  indicate  when  the  steelyard  is  Vibration 
balanced,  unless  it  is  constructed  with  stops  to  serve 

the  same  purpose.  The  beam  or  arm  of  every 
steelyard  shall  work  freely  on  its  bearings,  and  any 
hook  or  running  counterpoise  shall  be  permanently 
attached  to  every  new  steelyard. 

50.  — Every  steelyard  shall  be  tested  to  ascertain  Tests, 
if  it  will : 

(a)  Balance  when  unloaded  with  the  run- 
ning counterpoise  at  the  zero  (if  any)  of  the 
scale. 

(b)  Balance  with  the  running  counterpoise 
a1  any  other  divisions  on  the  scale  w  hen  the 
corresponding  standard  weights  are  placed  orj 
tbe  weigh-pan  or  hoot. 
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(c)  Balance  with  each  of  the  loose  counter- 
poises or  proportional  weights  (if  any)  at  the 
extremity  of  the  scale,  when  the  corresponding 
standard  is  placed  on  the  weigh-pan  or  hook. 


E. —  Weighbridges,  Platform  Machines,  and  Spri?ig 

Balances. 


Balance  balls, 
etc. 


51. — Where  a  weighbridge  is  furnished  with  a 
balancing  screw  or  with  a  balance  ball  for  balancing 
the  machine  for  daily  use  and  for  variations  from 
atmospheric  influences,  the  Inspector  shall  balance 
the  machine  before  he  proceeds  to  test  it  further. 


Equilibrium.  52. — A  vibrating  machine  balances  when  its  steel- 
yard comes  to  rest  midway  between  the  stops  of  the 
carrier  ;  an  accelerating  machine  balances  when  its 
steelyard  rises  slowly  from  the  lower  to  the  upper 
stop.  Equilibrium  is  to  be  tested  in  each  case,  and 
must  be  indicated  by  the  steelyard  returning  to  the 
same  position  of  rest  when  brought  to  the  lower  stop 
and  then  released,  and  by  the  steelyard  not  rising 
when  the  sliding  poise  is  placed  upon  the  first 
graduation  above  zero. 


Movable 
hutch,  etc. 


53. — If  a  hutch,  barrow,  or  frame  is  used,  instead 
of,  or  together  with,  the  ordinary  platform,  then  such 
hutch,  barrow,  or  frame  should,  like  the  platform, 
form  an  integral  part  of  the  machine,  which  cannot 
be  balanced  without  it.  When  the  hutch,  barrow, 
or  frame  is  movable  and  is  balanced  by  a  separate 
counterpoise,  the  Inspector  should  ascertain  that 
this  counterpoise  is  correct. 


Machines 
with  steel- 
yards. 


54. — If  a  weighbridge  or  other  machine  is  pro- 
vided with  a  steelyard,  such  steelyard  shall  be  tested 
to  ascertain  if  it  fulfils  the  conditions  in  Regulations 
49  and  50,  with  the  "  weigh-table  "  substituted  for 
the  "  weigh-pan  or  hook  "  there  mentioned. 
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55.  — -The  tests  for  weighbridges  provided  for  in  ™e^g™ofei 
the  preceding  regulations  can  only  be  conveniently  two  tons, 
employed  to  the  extent  of  two  or  three  tons,  but 

every  machine  shall  be  tested  up  to  its  maximum 
capacity  as  follows  : — 

(a)  Two  or  three  graduations  on  the  steel- 
yard up  to  two  tons  are  to  be  tested  by  placing 
the  corresponding  standard  weights  on  the 
platform.  One  graduation  so  tested  shall  be 
that  indicating  two  tons. 

(b)  The  equality  of  the  remaining  divisions 
on  the  steelyard  are  to  be  compared  with  those 
already  tested,  by  means  of  a  gauge  supplied  to 
the  Inspector  for  that  purpose. 

(c)  Each  loose  counterpoise  or  proportional 
weight  is  to  be  tested  with  the  corresponding 
standard  weight  on  the  platform. 

(d)  After  removing  all  standard  weights 
from  the  platform  the  weighbridge  is  to  be 
loaded  to  nearly  its  maximum  capacity  with 
loose  iron  or  other  materials,  and  the  load 
carefully  balanced  by  means  of  the  loose  coun- 
terpoises and  steelyard,  and  the  result  noted. 
Standard  weights  to  an  amount  not  exceeding 
one  ton  are  then  to  be  added  to  the  load,  and 
the  steelyard  tested  with  the  running  counter- 
poise to  ascertain  if  it  correctly  indicates  the 
added  weight. 

(e)  When  loaded  the  weighbridge  shall 
be  tested  for  sensitiveness  by  adding  to  the 
load  standard  weights  to  the  amounts  stated  in 
Table  XIII. 

56.  — When  making  any  of  the  foregoing  tests,  the  Placi"s 
Inspector  should  ascertain  if  the  machine  indicates  platform, 
the  same  weight,  whether  the  weight  is  placed  on 

the  middle  ends  and  corners  of  the  platform  or 
weigh-table. 
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57.  — Platform-machines  are  to  be  tested  according 
to  Regulations  49  to  56,  care  being  taken  that  they 
are  placed  on  a  level  plane  before  the  tests  are  com- 
menced, and  that  a  test  at  the  maximum  capacity  is 
made  with  standard  weights. 

58.  — Loose  counterpoises  and  proportional  weights 
shall  be  identified  with  the  machine  to  which  they 
belong  by  some  suitable  mark  of  a  permanent 
character. 

59.  — Every  loose  iron  counterpoise  and  every  iron 
proportional  weight  shall  have  one  adjusting  hole 
containing  lead  or  other  soft  metal,  and  shall  be 
stamped  by  the  Inspector  on  that  metal,  so  as  best 
to  prevent  the  commission  of  fraud. 

60.  — Every  proportional  weight  shall  be  marked 
in  legible  letters  or  figures  with  the  total  weight  of 
the  standard  weights  which  it  will  balance  on  the 
platform  of  the  machine  to  which  it  belongs,  and  the 
mark  shall  be  prefixed  with  the  sign  ^zz 

61.  — Every  self-indicating  weighing  instrument 
shall  be  tested  to  ascertain — 

(a)  If  the  index  points  to  zero  when  there 
is  no  weight  on  the  pan,  and  returns  to  zero 
after  repeated  weighings,  including  that  of  the 
maximum  load. 

(b)  If  the  index  points  to  each  numbered 
graduation  when  the  corresponding  standard 
weights  are  placed  on  the  pan  or  platform,  and 
returns  to  the  same  point  after  additional  weight 
has  been  placed  on,  and  then  removed  from, 
such  pan  or  platform. 

(c)  If  the  same  weight  is  indicated  when 
the  weight  is  placed  on  different  parts  of  the 
pan  -or  platform. 
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Section  V. 


Stamping. 

62.  — An  inspector  shall  not  use  any  instrument  Stamps  to  be 
for  impressing  or  marking  the  stamp  of  verification  used- 
other  than  those  provided  by  the  Council  for  that 
purpose. 

63.  — All  weights,  except  when  the  small  size  of  Weights, 
the  weight  renders  it  impracticable,  shall  be  stamped 
either  on  the  upper  or  under  surface. 

64.  — All  weights,  counterpoises,  and  proportional  stamped  on 
weights,  which   have    adjusting    holes,  shall    be  material? 
stamped  on  the  lead  or  other  metal  in  the  adjusting 

hole  in  manner  best  to  prevent  the  commission  of 
fraud. 


65. — Every  liquid  measure  of  capacity  except  Liquid 
conical-shaped  measures  provided  with  a  lip,  shall  measures- 
have  the  stamp  of  verification  affixed  on  the  outside 
and  near  to  the  rim  of  such  measure,  where  the 
stamp  may  be  plainly  seen  by  both  buyer  and  seller. 
On  apothecaries'  measures  such  stamp  shall  be  near  Apothecaries' 
to  the  line  defining  the  maximum  contents  of  such  measures- 
measures. 


66.  — Every  conical-shaped  measure  of  capacity  Conical 
provided  with  a  lip  shall  have  the  stamp  of  verifica-  measure 
tion  affixed  as  near  the  bottom  of  the  inside  of  the 

lip  as  practicable. 

67.  — Every  churn   shall  be   stamped  both  on  Chums, 
the  inside  metal  tablet  or  slip  which  denotes  the 
maximum  capacity,  and  on  the  outside  near  the  rim. 


68. — Every  dry  measure  of  capacity  shall  have  the  Dry 
stamp  of  verification  affixed,  outside  and  near  to 
the  rim,  and  also  in  the  inside  of  the  angle  at  the 
bottom  of  such  measure. 


measures. 
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69.  — Every  measure  of  length  shall  have  the 
stamp  of  verification  affixed  at  each  end  of  such 
measure. 

70.  — Every  weighing  instrument  shall  have  the 
stamp  of  verification  affixed  on  some  part  of 
such  instrument,  permanently  attached  thereto,  as 
follows — 

(a)  Beam  scales  shall  be  stamped  on  any 
conspicuous  part  of  the  beam,  except  where  it  is 
impracticable,  when  the  stamp  shall  be  placed 
on  some  other  integral  part  of  the  instrument. 

(b )  Counter  machines  shall  be  stamped  on 
the  beam  midway  between  the  centres  of  motion 
and  suspension. 

(c)  On  dial  machines,  including  spring 
balances,  the  stamp  shall  be  on  the  dial. 

(d)  On  weighbridges  and  platform  ma- 
chines the  stamp  shall  be  on  the  steelyard. 

(e)  Such  "  bob  up"  machines  as  pass  the 
prescribed  tests  shall  be  stamped  on  the  arm 
which  carries  the  proportional  weights. 

(f)  Each  counterpoise  and  proportional 
weight  shall  be  separately  stamped. 

(g)  On  every  steelyard  the  stamp  shall  be 
on  the  shank  or  graduated  arm. 

Inspectors  may  refuse  to  stamp  any  weighing 
instrument  which  has  not  been  provided  with  a 
suitable  plug,  or  which  has  not  otherwise  been 
prepared  to  receive  the  stamp  as  required  by  this 
Regulation. 
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The  Corporate,  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham  ivas  affixed  hereto  at  a  Meeting  of  the 
Council  of  the  said  Borough,  held  on  the  26tJi 
day  of  July,  1892,  at  the  Town  Hall,  West 
Ham,  as  a  Certificate  of  the  adoption  by  them 
of  the  foregoing  series  of  General  Regulations 
for  the  guidance  of  Inspectors  of  Weights  and 
Measures  of  the  Borough. 


GEO.  HAY, 

Mayor. 

FRED  :  E.  HILLEARY  , 

Town  Clerk, 


L.S. 


Approved  by  the  Board  of  Trade,  this  Fourth  day 
of  August,  1892. 

C.  CECIL  TREVOR, 

Assistant  Secretary. 
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TABLE  I. 

Weights  which  may  be  verified  and  stamped  for  use  in  trade. 


Legal  Denomination. 


Abbreviations  allowed. 


Avoirdupois  Weights. 


Cental,  or  100  pounds 
56  pounds,  or  half-hundred-weight 
28       ,,      or  quarter-hundred-weight 
14       ,,      or  stone... 

7  „   

4  „   

o 

td  ,, 

1  pound,  or  7,000  grainy 

8  ounces,  or  half  -pound 
4       ,,     or  quarter  pound 

2  „   

1  ounce,  or  437J  grains 
8  drams,  or  half-ounce 
4     ,,      or  quarter  ounce 
9 

^  ,, 
1  dram 

4  „   

240  grains,  or  10  pennvweighU 
120     ,,      or  5 

72     „      or  3 

48     ,,      or  2 

24      ,,      or  1  pennyweight 


Cental,  or  100  lb. 
56  lb. ,  or  \  cwt. 
28  „    or  I  „ 
14  ,,    or  stone. 


2  „ 

1  „ 

8  oz., 

or  I  lb. 

4  „ 

or  |  „ 

2  „ 

1  „ 
8  dr., 

or  £  oz. 

4  ,, 

or  I  „ 

9 

1  „ 

\  » 

240  gr. 

,  or  10  dwt. 

120  „ 

or   5    , , 

72  „ 

or   3  ,, 

48  „ 

or  2  ,, 

24  „ 

or    1  ,, 

Troy  Weights. 


Decimal  troy  ounce  bullion  weights 
500  ounces,  troy  ... 
400 
300 
200 
100 

50 

40 

30 

20 

10  ,,         or  4,800  grain 

5  ounces  to  1  ounce 
5,  4,  3,  2,  1,  tenths  of  an  ounce 
5,  4,  3,  2,  1,  hundredths  of  an  ounce 
5,  4,  3,  2,  1,  thousandths  of  an  ounce 


500  oz.  tr. 
400 
300 
200 
100 

50 

40 

30 

20 

10 
5  to  1. 

•5,  '4,  -3,  %  1. 
•05,  -04,  -03,  -02,  01. 
Wire  weights  need  not  be 
marked. 
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10  ounces 
8  „ 
6  „ 
4  „ 
2  „ 

1  ounce,  or  480  grains 
f  4  drachms  ... 

(  or  half  an  ounce 

2  drachms  ... 

1  drachm 

2  scruples  ... 


or  half  a  drachm 
1  scruple 

half  a  scruple 


10  grains 
6 

5  ,, 
4  „ 
3  „ 

9 


Apothecaries'  Weights. 

10  oz.  tr. 


1  gram 
half  a  grain 


oz.  tr, 


(Wire  weights  below  half 
a  scruple  need  not  be 
marked.) 
10  grs. 
6  „ 
5  „ 
4  „ 
3  „ 
2 

1  gr. 

ft  „ 


Decimal  Grain  Weights. 


4,000  grains 
2,000 
1,000 
500 
300 
200 
100 
50 
30 
20 
10 
5 
3 


5,  3 


2,  1,  tenths  of  a  grain 
2,  1,  hundreths  of  a  grain 


4,000  gr. 
2,000  ,, 
1,000  „ 
500  ,, 
300  „ 
200  „ 
100  ,, 
50  „ 
30  „ 
20  „ 
10  ,, 
5  „ 
3  „ 
2  „ 

1  3> 

•5,  -3,  2,  1. 
•05,  -03,  -02,  -01. 
(Wire  weights  below  10 
grains  need   not  be 
marked. ) 


20 


TABLE  II. 

Measures  which  may  be  verified  and  stamped  for  use  in  trade. 


Legal  Denomination. 


Abbreviations  allowed. 


Measures  of  Length. 


100  feet   

66   ,,     or  a  chain  of  100  links 
Rod,  pole,  or  perch 
10  feet 


5  „ 

4  „ 

3  „ 

2  „ 
18  inches 
1  foot 
Yard... 
Half-yard 
Quarter-yard 
Eighth  of  a  yard    . . 
Sixteenth  of  a  yard 

Nail  

Inch  


100  ft. 
Chain. 
Pole. 
10  ft. 

6  „ 

5  „ 

4  „ 

3  „ 

2  „ 
18  in. 
1  ft. 
1  yd. 
ft  » 

i  » 


16  J  > 

Nail 


Links. 


In. 


Measures  of  Capacity. 


Liquid  measures — 
Thirty -two  gallons 
Thirty-one  gallons... 

(and  so  on  down  to) 
One  gallon  . 
Half- gallon  . 
Quart 
Pint  ... 
Half-pint 
Gill  ... 
Half-gill  . 
Quarter-gill. 


Dry  measures — 
Four  bushels 
Bushel 
Half-bushel . 
Peck... 
Gallon 
Half -gallon  . 
Quart 
Pint  ... 
Half-pint 
Gill  ... 
Half-gill  . 
Quarter-gill. 


Apothecaries'  measures — 

40,  39,  38,  &c,  fluid  ounces,  down  to 

one  fluid  ounce. 

Half  a  fluid  ounce  

16,  15,  &c,  fluid  drachms  down  to  one 

fluid  drachm. 

Half  a  fluid  drachm   

60  minims,  to  1  minim 


32  gallons. 
31  „ 

(and  so  on  down  to) 

1  gallon. 
i 

2  " 

Quart. 
Pint, 
ft  Pint. 
Gill, 
ft  gill. 


4  bushel. 
Bushel, 
ft  bushel. 
Peck. 
Gallon, 
ft  gallon. 
Quart. 
Pint, 
ft  pint. 
Gill, 
ft  gill, 
i 


40  fl.  oz. ,  &c. ,  down  to  1  fl.  oz, 
ft  fl.  oz. 

16  fl.  dr. ,  &c. ,  down  to  1  fl.  dr. 
ft  fl.  dr. 

60  min.  (n\),  to  1  min.  (TTQ 
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TABLE  III. 

Errors  allowed  in  Avoirdupois  Weights  in  use  for  trade. 


Avoirdupois  Weights. 

Allowance  in  excess  only. 

On  Iron  VV  eights. 

On  brass  Vv  eights. 

100  lbs  

60  grains 

30  grains. 

56  „   

50   

20  „ 

28  „   

40  „   

15  „ 

14  „   

30  „   

10  „ 

7  „   

20  „   

5  „ 

4  „   

20  „   

5  „ 

•2 

10  „   

1  lb  

10  „   

I : 

8  ounces  ... 

5  „   

2  „ 

4  „   

5  ,,   

2  „ 

2  „   

1  grain. 

1  ounce  and  under 

1  M 

TABLE  IV. 
Errors  allowed  in  Troy  weights  in  use  for  trade. 


Troy  Weights. 

Allowance  in  excess  only. 

500  ounces  .. 

6  grains 

400 

6  „ 

300 

, , 

6  „ 

200 

} , 

5  ,, 

100 

»J 

3  „ 

50 

5, 
1} 

2  „ 

40 

2  „ 

30 

>} 

1  grain. 

20 

5  5 

1  „ 

10 

5  ?                  •  •  •                •  •  •                •  •  •                ■  •  •                •  •  ■ 

0*5  or 

2  grain- 

5 

>J 

03  ,, 

4 

5  , 

0-2  , 

3 

02  „ 

2 

5  5 

0-2  ,, 

1 

ounce 

0-2  „ 

0-5 

55 

o-i  „ 

0  4 

55 

o-i  „ 

0  3 

,5 

Oi  ,, 

0  2 

,5 

o-i 

0-1 

5  , 

0'06  ,, 

0'05 

55 

0-05  ,, 

i 

20  " 

0  04 

55 

0  05  ,, 

0  03 

0-05  ,, 

0-02 

55                  ...               ...               ...               ...  ... 

0-03  „ 

o-oi 

,  5 

0-02  „ 

0  005 

55 

o-oi  „ 

0.004 

55 

001  , 

0  003 

55 

o-oi  ,. 

0-002 

o  oi  „ 

lib 

o-ooi 

55 

o-oi  , 
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TABLE  V. 

Errors  allowed  in  Apothecaries'  Weights  in  use  in  trade. 


Apothecaries'  Weights. 

Allowance  in  excess  only. 

- 

10  ounces 

0-5 

or    £  grain 

8   

0-5 

„    i  „ 

6  „   

0-5 

4  „   

0  2 

„   i  » 

2  „   

0"2 

1  ounce... 

0-2 

»  *  » 

4  drachms 

o-i 

»  A  » 

2  „     

o-i 

»  A  » 

1  drachm 

o-i 

»  A  „ 

2  scruples   

0-05 

5>      2V  33 

1*  „   

0-05 

„      h  » 

1  scruple   

0-05 

55      2V  55 

J     ,,       or  10  grains 

0-05 

„      2V  3, 

6  grains 

0-02 

5'  »   

0-02 

»      A  » 

4  ,,   

0-02 

))      5V  ?S 

3  „   

0-02 

53      A  5, 

o 

0  01 

55    TOT)  35 

1  grain  ... 

o-oi 

55    TI30-  35 

i 

2 

o-oi 

4 

33  T75TT  >3 
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TABLE  VI. 

Errors  allowed  in  Liquid  Measures  for  use  in  trade. 


Liquid  Measures  of  Capacity. 


Allowance  in  excess  only. 


32  gallons 
31 
30 
29 
28 
27 
26 
25 
24 
23 
22 
21 
20 
19 
18 
17 
16 
15 
14 
13 
12 
11 
10 

9 

8 

7 

6 

5 

4 

3 

2 

1  gal 


Quart 
Pint 
I  pint 
1  gill 


20  fl.  oz. 

18  „  „ 

16  „  „ 

14  „  „ 

12  „  „ 

10  „  „ 

5  „  „ 


4  „  „ 

3  >>  j> 

2  „  „ 

1  „  „ 

6  fl.  drachms. 

4  „  „ 

2  „  „ 

1  fl.  drachm. 
30  minims  or  h  drachm. 
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TABLE  VII. 

Errors  allowed  in  Dry  Measures  of  Capacity  in  use  for  trade. 


Dry  Measures  of  Capacity. 

Allowance  in  excess  only. 

4  bushels  or  32  gallons  ... 

3     „      or  24  „   

2  „      or  16  „   

1  bushel  or  8             ...       ...       ...  | 

£      „      or  4  „   

3  gallons  ... 

2  „   

1  gallon   

h  >> 
Quart 

Pint   

ipint   

35  cubic  inches. 

30 

25 

20 
15 

10 

5 

TABLE  VIII. 

Errors  allowed  in  Apothecaries'  Measures  in  use  for  trade. 

(A)    Conical  Measures. 


Allowance 

in  excess 
or  in 
deficiency. 

40  Fluid 

ounces,  and  above  20  Fluid  ounces   

30  Minims 

20  „ 

>>  j> 

16 

>5 
J  J 

25  „ 

16  „ 

10 

20  „ 

10  „ 

5>  J> 

8 

>> 

>> 

20  „ 

8  „ 

6 

>  > 

,  , 

18  „ 

6  „ 

>>  55 

4 

5  5 

>> 

16  „ 

4 

J»  >5 

2 

J  > 

14  „ 

o 

» » 

»>  >> 

J  > 

ounce 

10  „ 

1  „ 

ounce 

4 

drachms 

6  ,, 

4 

drachms 

2 

3  „ 

2  „ 

>  j  j> 

1 

>  5 

drachm 

2  „ 

1  » 

drachm 

1  Minim 
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(B)    Cylindrical  Measures. 


Allowance 
in  excess 

or  in 
deficiency. 

40  Fluid 

ounces,  and  above  20  Fluid  ounces 

25  Minims 

20  „ 

>>                     5  J 

16  „ 

ft 

20 

16  „ 

J  >  >> 

10  „ 

»j 

18  „ 

10  „ 

>5  >> 

8  „ 

>» 

15  „ 

8  „ 

>>  >> 

6  „ 

> » 

12  „ 

6  „ 

4  „ 

10  „ 

4  „ 

2 

8  „ 

2 

»•  II 

1 

ounce 

5  „ 

1 

ounce  ,, 

4  „ 

drachms 

3  „ 

4  ,, 

drachms  ,, 

2  „ 

2  „ 

2  „ 

1  „ 

drachm 

1  Minim 

1  „ 

drachm 

h  „ 

TABLE  IX. 


Errors  allowed  in  Measures  of  Length  in  use  for  trade. 


End  Measures. 

Line  Measures. 

Measures  of 
Length. 

Allowance 
in  excess. 

Allowance 
in  deficiency. 

Allowance 
in  excess. 

Allowance 
in  deficiency. 

Wood  :— 

Yard   

Foot   

Inch 

■jg  Inch. 
i 

16  5> 

^2  Inch 

A  » 

A  » 

3*2  Inch. 

b\  » 

^  Inch, 
e^r  >> 
»» 

Metal : — 

Yard   

005 
or  fa  in. 

0  02 
or  5^  in. 

0  02 
or  jfo  in. 

o-oi 

or  in. 

Foot 

0  05 
or  5V  in. 

0-02 
or  ^  in. 

0  02 
or  in. 

o-oi 

or  x^  in. 

Inch 

0  02 
or  in. 

001 

or^y  n. 

0-005 
or  in. 

0-002 

or  Ttfai  in. 

In  longer  measures  the  following  errors  in  excess  or  deficiency 
may  be  allowed. 


100  feet  

66   

Rod,  pole  or  perch,  16£  feet 
10  feet  to  4  feet 


1  inch 

*  M 
To  »» 
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TABLE  X. 

Sensitiveness  required  in  Weighing  Instruments  used  for 
weighing  Silk,  Drugs,  and  other  costly  goods. 


Maximum  Load 
of  the 
Weighing  Instrument. 

Scale  Beams 
and 
Balances. 

Counter  Weighing 
Machines,  Spring 
Balances,  and 
Steelyards. 

2  cwt.  and  above  1  cwt. 

£  ounce. 

1  ounce. 

1    „     „       „   56  lbs. 

4  drams. 

8  drams. 

56  lbs.     „       „    14  ,, 

2  „ 

4  „ 

14  „      „       „     7  „ 

1  dram. 

2 

7  „      „       „     4  „ 

20  grains. 

1  dram. 

4   „      „       „  lib. 

5  „ 

20  grains. 

1  lb.      ,,       ,,     1  oz. 

2 

10  „ 

1  oz. 

1  grain 

5  „ 

TABLE  XL 

Sensitiveness  required  in  Weighing  Instruments  used  in  shops 
and  trade  generally  and  not  provided  for  in  Tables  XII.  or  XIII. 


To  turn  accurately,  loaded  or 

unloaded,  with 

Maximum  capacity  of  Weighing 

Counter 

Instrument. 

Scale  Beams. 

Weighing 
Instruments, 

Spring 
Balances,  and 
Steelyards. 

2  tons  and  above  1  ton   

8  ozs. 

16  ozs. 

1  ton  , 

,       ,,10  cwts  

6  „ 

8  „ 

10  cwts.  , 

K 

4  ., 

6  ,, 

5    „  . 

,,  2  

3  ,, 

5  „ 

2    „  , 

,       ,,      1  cwt  

2  „ 

4  „ 

1  cwt.  , 

„    56  lbs  

1  oz. 

2 

56  lbs.  , 

„  28  

8  drms. 

1  oz. 

28  „  , 

7  

4  „ 

8  drms. 

7 

„  4  

3  „ 

4  ,, 

4  „ 

„  2  

20  grns. 

3  ,, 

2  ., 

„     1  lb  

20  „ 

2  „ 

1  lb. 

.  1  

8  ,, 

1*  n 

i 

6  „ 

20  grns. 
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TABLE  XII. 


Sensitiveness  required  in  Weighing  Instruments  for  Coal 
Wood,  and  Scrap  Metal,  being  such  as  are  used  by  itinerant 
vendors,  and  for  rough  Work  generally. 


Maximum  capacity  of  Weighing 
Instrument. 

To  turn  accurately,  loaded 
or  unloaded ,  with 

2  cwts  

6  ounces. 

1  cwt. 

3  ., 

56  lbs  

2 

28  

i* 

14  

12  drams. 

7  

5  „ 

4  

4  „ 

2  

3  „ 

1  lb  

2 

TABLE  XIII. 

Sensitiveness  required  in  Weighbridges,  Platform  and  Dormant 
Weighing  Instruments. 


Maximum  capacity  of  Weighing 
Instrument. 

To  turn  accurately,  loaded 
or  unloaded  with 

100  tons  and  above  75  tons   

25  lbs. 

75  „ 

50  .,   

25  „ 

50 

30  „   

20  „ 

30  ,. 

20  

14  „ 

20  „ 

10  

7  „ 

10  „ 

5  

7  „ 

5  ,, 

2  

4  „ 

2  „ 

,,        1  ton   

1  lb. 

1  ton 

„       10  cwts. 

8  ozs. 

10  cwts. 

5  

6  „ 

5  ,, 

,,        1  cwt.   

4  „ 

1  cwt. 
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RULES  AND  REGULATIONS 

MADE  •  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

COUNTY  BOROUGH  OF  WEST  HAM, 

ACTING   BY  THE  COUNCIL  AS  THE   LOCAL  AUTHORITY, 
UNDER  THE  PUBLIC  LIBRARIES  ACTS, 

WITH  REGARD  TO  THE 

SAFETY  AND  USE  OF  THE  LIBRARIES  AND  THE 
ADMISSION  OF  THE  PUBLIC  THERETO. 


1.  — -The  Chief  Librarian  shall  have  the  general 
charge  of  the  Libraries,  and  shall  be  responsible  for 
the  safe  keeping  of  the  books,  and  of  all  other 
property  belonging  thereto. 

2.  — The  Main  Newsrooms  shall  be  open  on  every 
week-day  from  9  a.m.  to  10  p.m.,  and  the  Reference 
Libraries  from  10  a.m.  to  9  p.m.,  except  on  Bank 
Holidays,  Good  Friday,  Christmas  Day  and  the 
first  week-day  in  May.  On  Sunday  these  depart- 
ments shall  be  open  from  3  p.m.  to  9  p.m.  The 
Lending  Libraries  shall  be  open  every  week-day 
from  10  a.m.  to  9  p.m.,  except  Wednesday,  Bank 
Holidays,  Good  Friday,  Christmas  Day,  the  first 
week-day  in  May,  and  from  the  1st  to  the  14th 
August  inclusive. 

The  Silvertown  Newsroom  shall  be  open  on 
every  week-day  from  6  p.m.  to  10  p.m.  except  on 
Bank  Holidays,  Good  Friday,  Christmas  Day  and 
the  first  week-day  in  May. 

Note. — The  Town  Council  or  their  Committee 
reserve  the  right  to  close  the  Libraries  at  other  times, 
if  necessary ;  but  due  notice  will  be  given  to  the  public 
in  such  case. 

3.  — No  person  shall  be  admitted  who  is  intoxicated 
or  offensive.    No  conversation  shall  be  permitted  in 
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any  part  of  the  Libraries  or  News  Rooms  ;  nor  shall 
any  person  be  allowed  to  smoke,  partake  of  refresh- 
ments, or  bring  dogs  or  other  animals  within  the 
buildings.  Any  person  who  shall  offend  against 
these  regulations,  or  be  guilty  of  any  misconduct, 
shall  not  be  allowed  to  remain  within  the  buildings. 
Children  under  1 4  years  of  age  shall  not  be  admitted 
to  the  News  Rooms  and  Reference  Libraries,  except 
by  permission  of  the  Librarian. 

4.  — No  person  shall  be  allowed  to  pass  within  the 
enclosures  of  the  Libraries,  or  to  take  any  books 
from  the  shelves  except  by  permission  of  the 
Librarian. 

5.  — Burgesses  of  West  Ham  occupying  premises 
in  the  Borough  shall  be  entitled  to  borrow  books  for 
home  reading,  upon  filling  in  and  signing  the  pre- 
scribed form.  Ratepayers  whose  names  do  not 
appear  in  the  current  Burgess  List  should  produce 
their  last  rate  or  rent  receipts,  if  desiring  to  borrow 
upon  their  own  responsibility.  All  other  persons 
residing  in  the  Borough  shall  be  required  to  obtain 
the  signature  of  one  Burgess  to  the  following 
voucher,  which  must  be  renewed  annually  if  required 
by  the  Town  Council  or  their  Committee  : — 

"  I,  the  undersigned,  being  a  Burgess  of  the 
County  Borough  of  West  Ham,  declare  that  I 
believe  occupation, 
age  of 
No.  to  be  a 

person  to  whom  books  may  be  safely  entrusted 
for  perusal ;  and  I  hereby  undertake  to  replace, 
or  pay  the  value  of,  any  book  belonging  to  the 
Corporation  of  West  Ham  which  shall  be  lost, 
materially  injured,  or  not  duly  returned  by  the 
said  borrower,  and  also  to  pay  any  fines  or  costs 
incurred  therewith." 

Note. — The  necessary  forms  and  vouchers  can  be 
obtained  at  the  Libraries.  - 

Any  person  having  signed  this  Agreement,  who 
shall  afterwards  desire  to  withdraw  from  the  same, 
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must  give  notice  thereof  in  writing  to  the  Librarian, 
who  will  give  a  release  as  soon  as  he  shall  have 
ascertained  that  no  loss  or  liability  has  been  incurred. 
Books  will  be  lent  out  to  the  person  recommended 
as  soon  as  the  signatures  and  other  particulars  have 
been  verified  by  the  Librarian.  Children  not  under 
eleven  years  of  age,  may  borrow  books  from  the 
Juvenile  Libraries.  Borrowers  may  use  any  of  the 
Libraries  under  the  Corporation  of  West  Ham,  but 
must  return  any  book  borrowed  to  the  particular 
Library  to  which  it  belongs.  Any  person,  resident 
in  the  Borough,  unable  to  obtain  a  Guarantor,  shall 
be  allowed  to  borrow  ordinary  books  upon  leaving 
a  deposit  of  Ten  Shillings  in  the  hands  of  the 
Librarian,  such  deposit  to  be  increased  to  the  value  of 
any  specially  costly  or  rare  book  that  may  occasionally 
be  required.  Persons  not  resident  in  the  Borough 
may  use  the  Lending  Library,  subject  to  the  General 
Rules  and  Regulations,  upon  leaving  a  deposit  of 
Ten  Shillings,  and  payment  of  Sixpence  per  month 
during  such  time  as  they  borrow  books.  The  ticket 
and  first  book  borrowed  must  be  applied  for 
personally. 

6.  — All  books,  or  sets  of  volumes  issued  at  one 
time,  in  Prose  Fiction  or  Juvenile  Literature,  must 
be  returned  within  seven  days  including  the  day  of 
issue  :  for  example,  any  book  issued  on  a  Monday 
must  be  returned  not  later  than  the  Monday  in  the 
following  week,  unless  renewed  for  another  term.  In 
the  other  classes  a  fortnight  is  allowed.  Borrowers 
keeping  books  beyond  these  periods  will  be  fined  one 
penny  per  week  or  portion  of  a  week  such  periods  are 
exceeded.  When  books  have  been  kept  more  than 
four  weeks,  notices  shall  be  sent  to  the  borrowers, 
who  will  be  required  to  defray  all  expenses  connected 
therewith,  and  if  not  returned  within  two  calendar 
months, such  books  will  be  replaced  and  the  borrowers 
or  the  guarantors  required  to  pay  their  cost,  together 
with  all  fines  incurred. 

7.  — The  Librarian  shall  examine  every  book 
returned,  and  if  the  same  be  found  in  any  way 
injured,  the  borrower  or  his  guarantor  shall  pay  the 
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amount  of  injury  done,  or  procure  another  copy  of 
the  book  of  equal  value.  In  the  latter  case  such 
person  shall  be  entitled  to  the  damaged  copy  upon 
depositing  the  new  one.  This  rule  also  applies  to 
books  lost. 

Note. — Borrowers  are  especially  cautioned  against 
writing  in  or  turning  down  the  leaves  of  books, 
reading  them  too  near  a  fire,  or  allowing  them  to 
get  wet  in  carrying  them  to  or  from  the  Libraries ; 
and,  as  the  Librarian  is  empowered  to  refuse  books 
to  messengers  considered  unfit  to  take  proper  care  of 
them,  it  is  advisible  that  the  borrowers  attend 
personally  to  exchange  their  books. 

8.  — Borrowers  leaving  the  town,  or  ceasing  to  use 
the  Libraries,  are  required  at  once  to  return  their 
tickets  to  the  Librarian ;  otherwise  they  and  their 
guarantors  will  be  held  responsible  for  any  books 
taken  out  in  their  names.  They  must  also  duly 
notify  to  the  Librarian  any  change  of  residence  of 
themselves  or  guarantors,  that  the  necessary  altera- 
tions may  be  made  in  the  Library  Registers  and 
upon  the  tickets.  In  case  of  any  borrowers  losing 
their  tickets,  the  Librarian  must  be  informed 
immediately,  to  prevent  if  possible,  other  persons 
making  use  of  them.  The  borrowers  and  guarantors 
will,  however,  be  responsible  for  any  books  taken 
out  upon  such  tickets.  Should  the  ticket  not  be 
found,  a  new  one  will  be  provided  upon  payment  of 
Twopence.  Borrowers  damaging  their  tickets,  or 
by  want  of  reasonable  care  causing  a  new  one  to 
be  required  before  the  prescribed  time,  shall  pay 
Twopence  for  such  renewal. 

9.  — If  any  borrower  shall  not  return  to  the  Library 
any  book  lent  to  him,  or  shall  refuse  to  pay  on 
demand  such  fines,  costs,  or  damages,  as  may  be 
incurred  under  these  Rules  and  Regulations,  then 
the  value  of  such  book,  and  such  fines,  costs,  or 
damages,  shall  be  recoverable  by  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West  Ham, 
by  legal  proceedings  against  the  said  borrower  or  his 
guarantor,  or  against  both  of  them. 
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10.  — -No  borrower  shall  be  allowed  to  have  more 
than  one  work  on  one  ticket  at  the  same  time  from 
the  Lending  Libraries,  nor  to  renew  any  work  more 
than  once,  if  such  work  is  required  by  another 
borrower. 

11.  — Every  member  of  a  family,  not  under  eleven 
years  of  age,  shall  be  eligible  to  borrow  books,  if 
provided  with  the  necessary  guarantee,  but  they 
must  each  borrow  and  return  their  own  books,  and 
not  get  them  mixed  up  or  exchanged  with  those  of 
the  other  members  of  the  family,  otherwise  their 
tickets  will  be  liable  to  forfeiture. 

12.  — Any  borrowers  who  shall  lend  their  tickets 
to  or  exchange  books  with  other  persons,  shall 
forfeit  their  tickets  for  such  time  as  the  Council  or 
their  Committee  may  decide.  No  book  can  be 
issued  except  upon  production  of  the  borrower's 
ticket,  which  must  be  left  at  the  Library  until  the 
book  is  returned,  when  such  ticket  will  be  restored 
to  the  borrower. 

13.  — To  effect  the  rapid  issue  of  books,  and  to 
prevent  disappointment  and  loss  of  time,  it  is 
necessary  that  the  Indicator,  which  will  show  at  a 
glance  whether  books  are  in  or  out,  should  be  con- 
sulted by  the  borrowers,  before  asking  for  the  books 
required  by  them.  Books  cannot  be  changed  more 
than  once  on  the  same  day. 

14.  — For  the  convenience  of  borrowers  who  have 
repeatedly  failed  to  obtain  the  works  they  require, 
they  are  permitted  to  leave  addressed  postcards 
with  the  Librarian,  who  shall  immediately  post  them 
upon  return  of  the  works  named  upon  them,  and 
such  works  shall  be  retained  in  the  Library  for 
fcweiity-four  hours,  when,  if  not  called  for,  they  will 
again  ho  available  for  the  general  issue. 

15.  -Applications  for  hooks  in  the  Keference 
Department  must  be  made  on  the  printed  forms 
supplied  lor  that  purpose,  which  must  be  filled  up 
with  the  full  name  and  address  of  the  applicant. 
Every  reader,  before  leaving  the  room,  must  return 
the  books  borrowed,  into  the  hands  of  the  Librarian 
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or  his  Assistant.  Exchanging  books  or  handing 
them  over  to  any  other  reader,  is  strictly  prohibited. 

16.  — Any  works  in  the  Lending  Libraries,  except 
those  of  prose  fiction,  may  be  obtained  for  use  in 
the  Reference  Libraries,  but  must  be  given  up  at 
any  time  they  may  be  required  for  lending  out. 

17.  — It  is  expressly  forbidden  to  take  away  any 
book,  map,  newspaper,  or  other  article  belonging  to 
the  News  Rooms  or  Reference  Libraries,  or  to 
make  any  mark  upon  the  same  ;  and  such  books  or 
papers  as  are  accessible  to  the  public,  must  be 
returned  to  their  proper  table,  rack,  or  shelf  when 
done  with.  The  papers  on  the  stands  must  not  be 
removed.  The  tables  or  stands  for  ladies  and  the 
publications  placed  thereon  are  exclusively  for  their 
convenience,  and  must  not  be  made  use  of  by  other 
readers. 

18.  — No  newspaper,  magazine,  or  directory  shall 
be  retained  longer  than  ten  minutes  after  it  has  been 
asked  for  by  another  reader. 

19.  — Copying  is  permitted,  but  not  tracing,  as  this 
causes  damage  to  the  illustrations.  Readers  are 
particularly  desired  not  to  soil  or  injure  the  illustra- 
tions by  placing  their  hands  or  elbows  upon  them. 
It  is  imperative  that  readers  have  clean  hands. 

20.  — Pencils  must  be  used  in  taking  copies,  ink 
not  being  allowed,  owing  to  serious  injury  to 
valuable  wrorks  often  resulting  from  its  use. 

21.  — The  very  costly  or  rare  works  are  issued 
only  upon  special  application. 

22.  — A  book  shall  be  kept  in  which  any  proposal 
or  suggestion  may  be  entered  for  the  consideration 
of  the  Committee.  Any  complaints  should  be  made 
in  writing  to  the  Chief  Librarian. 

23.  — No  book  shall  be  borrowed  by  any  person 
during  the  existence  of  any  infectious  or  contagious 
illness  in  the  house  occupied  by  the  borrower,  and 
in  the  event  of  the  outbreak  of  any  such  illness 
while  a ,  book  is  in  the  possession  of  the  borrower, 
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such  book  shall  be  at  once  returned  to  the  Librarian 
with  a  notification  of  the  reason  why  the  book  is 
returned,  and  no  further  book  shall  be  borrowed 
during  the  existence  of  such  illness.  In  the  case  of 
any  book  so  returned,  the  Chief  Librarian  shall,  if 
necessary,  submit  the  same  to  the  Medical  Officer 
of  Health  for  disinfection. 

24. — The  Chief  Librarian  or  his  Deputy  shall 
have  power  to  refuse  the  use  of  the  Libraries  to 
any  person  who  shall  neglect  or  refuse  to  comply 
with  these  Rules  and  Regulations,  but  any  person 
so  refused  shall  have  liberty  to  appeal  to  the  Council 
or  their  Committee. 

Repeal 

The  Rules  and  Regulations  adopted  by  the 
Council  on  the  27th  day  of  February,  1894,  are 
hereby  repealed. 

The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  County  Borough  of 
West  Ham,  was  affixed  hereto  at  a  Meeting  of 
the  Council  of  the  said  Borough  held  on  the 
28th  day  of  March,  1899,  at  the  Town  Hall, 
West  Ham,  as  a  Certificate  of  the  adoption  by 
them  of  the  foregoing  series  of  Rules  and 
Regulations  with  regard  to  the  Safety  and  Use 
of  the  Libraries,  and  the  admission  of  the  public 
thereto. 


M.  ADAMSON, 

Mayor. 

FRED:   E.  HILLEARY, 

Town  Clerk. 


iSoroug^  of  "3$esf  $>am 


The  West  Ham  Corporation  (Improvements)  Act,  1888, 

AND 

The  Public  Health  Act,  1875  (38  &  39  Vict.,  c.  54). 


BYE-LAWS 

MADE    BY  THE   MAYOR,  ALDERMEN, 
AND  BURGESSES 

OF  THE 

BOROUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  OF  THE  BOROUGH  UNDER 
THE  ABOVE-NAMED  ACTS, 

WITH  REFERENCE  TO  THE 

USE  OF  THE  UPPER  SURFACE 

OF  THE 

NORTHERN  OUTFALL  SEWER 

WITHIN  THE  BOROUGH. 

Approved  by  the  Council,  ijtk  day  of  December,  1892. 


LONDON : 

Knight  &  Co.,  90  Fleet  Street,  E.C. — (250-93) 
1893. 


BYE-LAWS 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 
OF  THE  BOROUGH  OF  WEST  HAM, 

ACTING    BY    THE    COUNCIL     UNDER     SECTION    45  OF 
THE   WEST    HAM    CORPORATION  (IMPROVEMENTS) 
.ACT,  1888, 

WITH  REFERENCE  TO 

THE    USE   OF   THE    UPPER  SURFACE 

OF  THE 

NORTHERN  OUTFALL  SEWER 

WITHIN  THE  BOROUGH, 


i. — In  these  Bye-laws  the  expression  "  The  upper 
surface  of  the  Northern  Outfall  Sewer,"  means  so 
much  of  the  upper  surface  of  the  Northern  Outfall 
Sewer  as  is  situate  within  the  Borough  of  West 
Ham  and  within  the  fences  erected  by  the  Corpora- 
tion except  such  part  of  it  as  lies  between  the  fences 
adjoining  the  lines  of  the  Great  Eastern  Railway 
and  the  accesses  thereto,  but  excluding  the  slopes 
thereof,  and  any  land  at  the  foot  of  such  slopes, 
except  so  far  as  may  be  necessary  to  provide  the 
said  accesses. 
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2.  — No  person  shall  enter  upon  the  upper  surface 
of  the  Northern  Outfall  Sewer  before  the  hour 
appointed  for  the  opening  of  the  gates  thereof,  or 
remain  thereon  after  the  hour  appointed  for  the 
closing  of  the  gates  thereof. 

3.  — No  person  shall  beg,  ask  alms,  or  hawk  or 
vend  any  goods  or  wares,  on  the  upper  surface  of 
the  Northern  Outfall  Sewer. 

4.  — No  person  shall  brawl,  fight,  quarrel,  curse, 
swear,  use  indecent  or  improper  language,  or  create 
any  disorder  upon  the  upper  surface  of  the  Northern 
Outfall  Sewer. 

5.  — No  person  shall  hold  or  take  part  in  any 
public  meeting  or  procession  upon  the  upper  surface 
of  the  Northern  Outfall  Sewer. 

6.  — No  person  shall  beat,  shake,  or  clean  any 
carpet  or  expose  any  clothes  to  dry  on  the  upper 
surface  of  the  Northern  Outfall  Sewer. 

7.  — No  person  shall  play  or  take  part  in  any  game 
of  football,  quoits,  bowls,  hockey,  cricket,  or  any 
other  game  which  by  reason  of  the  rules  or  manner 
of  playing,  may  necessitate  the  exclusive  use  by  the 
player  or  players  of  any  space  on  the  upper  surface 
of  the  Northern  Outfall  Sewer,  nor  shall  any 
volunteer  corps  exercise  thereon. 

8.  — No  person  shall  wilfully  or  improperly  inter- 
fere with  any  other  person  or  with  any  child  or 
youth  in  the  proper  use  of  the  upper  surface  of  the 
Northern  Outfall  Sewer  as  a  footpath. 

9.  — No  band  of  music  shall  play  on  the  upper 
surface  of  the  Northern  Outfall  Sewer. 

10.  — No  person  shall  cause  or  suffer  any  horse 
or  other  animal  (except  a  dog)  belonging  to  him  or 
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in  his  charge  to  enter  or  remain  on  the  upper  surface 
of  the  Northern  Outfall  Sewer. 

1 1.  — No  person  shall  enter  upon  the  upper  surface 
of  the  Northern  Outfall  Sewer  in  any  carriage,  cart, 
van,  or  vehicle  of  any  kind  whatever  (save  a  peram- 
bulator or  children's  car). 

12.  — No  person  shall  wheel  or  bring  any  carriage, 
van,  cart,  or  waggon,  of  any  kind  (save  a  perambu- 
lator or  children's  car),  upon  the  upper  surface  of  the 
Northern  Outfall  Sewer,  or  wheel  or  drive  any 
velocipede,  tricycle,  or  bicycle  upon  the  same,  nor 
bring  any  steam  engine,  traction  engine,  or  machine 
of  any  kind  whatever  upon  the  upper  surface  of  the 
Northern  Outfall  Sewer. 

13.  — No  person  other  than  an  officer  or  servant 
of  the  Corporation,  or  a  person  or  a  servant  of  a 
person  employed  by  them  in  or  about  any  work  in 
connection  with  the  maintenance  of  the  upper  surface 
of  the  Northern  Outfall  Sewer,  shall  wheel  or  drive 
any  truck  or  barrow  upon  the  upper  surface  of  the 
Northern  Outfall  Sewer. 

14.  — No  person  shall  wilfully,  carelessly,  negli- 
gently, or  improperly  defile  or  pollute  any  wall  or 
fence  of  the  upper  surface  of  the  Northern  Outfall 
Sewer,  and  no  person  shall  post  any  bill,  placard,  or 
notice  on  the  upper  surface  of  the  Northern  Outfall 
Sewer,  or  on  the  walls  or  fences  thereof,  or  on  any 
building  thereon. 

15.  — No  person  shall  get  over  or  climb  upon  any 
fence  or  injure  any  bridge,  walk,  seat,  fence,  foot- 
path, roadway  ventilator,  or  ventilating  shaft  upon 
the  upper  surface  of  the  Northern  Outfall  Sewer. 

16.  — No  person  shall  throw  any  stone  or  other 
missile,  or  use  any  instrument  for  projecting  any 
missile  upon  the  upper  surface  of  the  Northern 
Outfall  Sewer, 
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i;. — No  person  shall  use  the  upper  surface  of 
the  Northern  Outfall  Sewer  whilst  in  a  state  of 
intoxication. 

1 8.  — No  person  shall  discharge  any  gun  or 
pistol  on  the  upper  surface  of  the  Northern  Outfall 
Sewer. 

19.  — No  person  shall  preach  or  lecture  upon  any 
part  of  the  upper  surface  of  the  Northern  Outfall 
Sewer. 

As  to  Penalties. 

20.  - — Every  person  who  shall  offend  against  any 
of  the  foregoing  Bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  Five  Pounds.  Provided 
nevertheless  that  the  Magistrate,  Justice,  or  Justices 
before  whom  any  complaint  may  be  made  or  any 
proceedings  may  be  taken  for  a  breach  of  any  of  the 
foregoing  Bye-laws,  may,  if  he  or  they  see  fit,  order 
a  less  sum  than  the  maximum  penalty  imposed  by 
this  Bye-law  to  be  paid. 

21.  — Every  person  who  shall  commit  any  breach 
of  any  of  the  foregoing  Bye-laws  or  of  any  restriction 
or  regulation  made  by  agreement  between  the 
County  Council  of  London  and  the  Corporation  of 
West  Ham,  with  reference  to  the  upper  surface  of 
the  Northern  Outfall  Sewer,  may  be  removed  from 
the  upper  surface  of  the  Northern  Outfall  Sewer 
by  or  under  the  direction  of  any  officer  of  the 
Corporation  of  West  Ham,  or  any  police  officer  on 
duty  in  any  one  of  the  several  cases  hereinafter 
specified,  that  is  to  say  : — 

1 ,  Where  the  breach  is  committed  within  the 
view  of  such  officer  and  the  name  and 
residence  of  the  person  infringing  the 
Bye-law  are  unknown  to  and  cannot  readily 
be  ascertained  by  such  officer. 
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2.  Where  the  breach  is  committed  within  the 
view  of  such  officer  and  from  the  nature  of 
the  offence  or  from  any  other  fact  of  which 
such  officer  may  have  knowledge  or  of 
which  he  may  be  credibly  informed,  there 
may  be  reasonable  ground  for  belief  that 
the  continuance  on  the  upper  surface  of  the 
Northern  Outfall  Sewer  of  such  person 
may  result  in  another  offence,  or  that  the 
removal  of  such  person  from  the  upper 
surface  of  the  Northern  Outfall  Sewer  is 
otherwise  necessary  as  a  security  for  the 
proper  use  and  regulation  thereof. 

22.  — Nothing  in  these  Bye-laws  contained  shall 
take  away,  abridge,  or  limit  any  remedy  now  existing, 
by  way  of  indictment  or  otherwise,  or  shall  interfere 
with  or  prejudice  the  powers  of  any  police  constable, 
or  of  any  authority  legally  existing  for  preventing  or 
punishing  any  offences,  whether  specified  in  these 
Bye-laws  or  not,  or  the  rights  and  powers  of  the 
Corporation  over  the  upper  surface  of  the  Northern 
Outfall  Sewer. 

23.  — Nothing  in  these  Bye-laws  shall  apply  to  the 
County  Council  of  the  Administrative  County  of 
London,  or  to  any  member,  officer,  servant,  or  agent 
of  the  Council,  acting  in  the  execution  of  his  duty,  or 
under  the  directions  of  the  Council,  or  shall  be 
construed  to  alter,  abridge,  or  take  away  any  of  the 
rights,  powers,  or  privileges  of  the  Council  in 
connection  with  the  Northern  Outfall  Sewer. 
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The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham  was  affixed  hereto  at  a  Meeting  of 
the  Council  of  the  said  Borough,  held  on 
the  ijth  day  of  December,  1892,  at  the 
Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Bye-laws  with  reference  to  the  use  of  the  upper 
surface  of  the  Northern  Outfall  Sewer  within 
the  Borough. 


GEO.  W.  KIDD, 

Mayor.  f  "X 

FRED  :  E.  HILLEARY, 

Town  Clerk. 


Allowed  by  the  Local  Government  Board 
this  28th  day  of  December,  1892. 

HUGH  OWEN, 

Secretary, 

Acting  on  behalf  of  the  said  Board  under  the  authority  of 
their  General  Order,  dated  the  26th  day  of  May,  1877. 


l^orougf)  of  ~£&est  $>am. 


The  West  Ham  Corporation  (Improvements)  Act,  1888. 


Restrictions  anb  Regulations 

MADE  BY  AGREEMENT  BETWEEN  THE 

COUNTY  COUNCIL  OF  THE 
ADMINISTRATIVE  COUNTY  OF  LONDON 

AND  THE 

CORPORATION  OF  THE 
BOROUGH  OF  WEST  HAM, 

UNDER  SECTION  45  OF  THE 
WEST   HAM   CORPORATION  (IMPROVEMENTS) 
ACT,  1888, 

WITH  REFERENCE  TO  THE  UPPER  SURFACE  OF  THE 

NORTHERN    OUTFALL  SEWER, 

AND  TO  PROTECT  THE  FABRIC  OF  THE 
NORTHERN  OUTFALL  SEWER. 


London  :  Knight  &  Co.,  90  Fleet  Street,  E.C. 
1893. 


1 1 

IRestvicttons  anb  IReaulattons  made 

by  agreement  between  the  County  Council  of  the 
Administrative  County  of  London  and  the  Cor- 
poration of  the  Borough  of  West  Ham,  under 
section  45  of  the  West  Ham  Corporation 
(Improvements)  Act,  1888,  with  reference  to  the 
upper  surface  of  the  Northern  Outfall  Sewer, 
and  to  protect  the  fabric  of  the  Northern  Outfall 
Sewer. 


In  these  restrictions  and  regulations  "  The  upper 
surface  of  the  Northern  Outfall  Sewer "  means  so 
much  of  the  upper  surface  of  the  Northern  Outfall 
Sewer  as  is  situate  within  the  Borough  of  West 
Ham,  and  within  the  fences  erected  by  the  Corpora- 
tion, except  such  part  as  lies  between  the  fences 
adjoining  the  lines  of  the  Great  Eastern  Railway 
and  the  accesses  thereto,  but  excluding  the  slopes 
thereof  and  any  land  at  the  foot  of  such  slopes, 
except  so  far  as  may  be  necessary  to  provide  the 
said  accesses;  the  "  Council"  means  the  County 
Council  of  the  Administrative  County  of  London  ; 
and  "  the  Corporation "  means  the  Corporation  of 
the  Borough  of  West  Ham. 


1.  — The  Corporation  or  any  person  employed  by 
them  as  officer  or  servant  shall  not  open  the  gates 
affording  access  to  the  upper  surface  of  the  Northern 
Outfall  Sewer  for  public  use  except  between  the 
hours  of  5  o'clock  in  the  morning  and  7  o'clock  in 
the  evening  from  the  1st  day  of  October  to  the  31st 
day  of  March,  and  between  the  hours  of  5  o'clock 
in  the  morning  and  9  o'clock  in  the  evening  from 
the  1  st  day  of  April  to  the  30th  day  of  September. 

2.  — The  Corporation  shall  maintain  the  fences 
erected  by  them  on  either  side  of  the  upper  surface 
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of  the  Northern  Outfall  Sewer  in  sufficient  repair  to 
prevent  any  person  climbing  over  or  through  them, 
and  shall  not  permit  or  allow  any  person  to  climb 
over  or  through  such  fences. 

3.  — The  Corporation  or  any  person  employed  by 
them  as  officer,  servant  or  agent,  shall  not  disturb 
or  permit  to  be  disturbed  the  surface  of  the  upper 
surface  of  the  Northern  Outfall  Sewer  by  excavation 
or  otherwise,  except  so  far  as  may  be  necessary  to 
keep  the  same  in  repair  for  use  as  a  footway,  and 
shall  maintain  the  surface  at  its  present  level 
throughout  its  entire  length. 

4.  — The  Corporation  shall  from  time  to  time 
protect  the  sewer  ventilators  in  accordance  with 
requirements  made  by  the  Council,  to  prevent  any 
interference  with  the  ventilators  of  the  Northern 
Outfall  Sewer. 

5.  — The  Corporation  shall  not  except  for  the 
purposes  of  maintenance  or  repair,  permit  any 
carriage,  cart,  van,  or  vehicle  of  any  kind  (save  a 
perambulator  or  children's  car),  or  velocipede,  or  any 
cattle,  sheep,  swine,  horse,  ass,  mule,  or  other  animal 
(save  a  dog  led  by  a  chain,  leash,  or  string),  to  enter 
upon  the  upper  surface  of  the  Northern  Outfall 
Sewer,  and  shall  not  permit  any  person — except  as 
aforesaid — to  wheel,  bring,  or  drive  any  carriage, 
cart,  van,  or  vehicle  of  any  kind  (save  a  perambulator 
or  children's  car),  or  velocipede,  or  to  bring,  drive,  or 
ride  any  cattle,  sheep,  swine,  horse,  ass,  mule,  or 
other  animal  (save  a  dog  led  by  a  chain,  leash,  or 
string),  upon  the  upper  surface  of  the  Northern 
Outfall  Sewer. 

6.  — The  Corporation  shall  provide  for  the  proper 
watching,  and  if  opened  for  public  use  before  sunrise 
in  the  morning,  or  kept  open  for  such  use  after  sun- 
set in  the  evening,  the  proper  lighting  of  the  upper 
surface  of  the  Northern  Outfall  Sewer  during  such 
times  as  it  is  open  for  public  use. 
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7.  — The  Corporation  shall  not  erect  or  permit  to 
be  erected  on  any  part  of  the  upper  surface  of  the 
Northern  Outfall  Sewer  any  building,  shed,  or  other 
erection,  whether  of  a  permanent  or  of  a  temporary 
character,  and  whether  any  such  building,  shed,  or 
other  erection  may  be  attached  to  the  surface  or 
merely  placed  thereon. 

8.  — The  Corporation  shall  provide  for  the  use  of 
the  Council  and  their  officers  or  servants,  a  sufficient 
number  of  duplicate  keys  for  the  locks  fitted  to  the 
gates  provided  by  the  Corporation,  and  giving  access 
to  the  upper  surface  of  the  Northern  Outfall  Sewer. 

N.B. — By  the  West  Ham  Corporation  (Improve- 
ments) Act,  1 888,  Section  45  (4),  any  person 
offending  against  any  of  the  above  restrictions  or 
regulations  will  for  each  offence  be  liable  to  a  penalty 
not  exceeding  Ten  Pounds. 

The  Corporate  Common  Seal  of  the  Mayor,  Aldermen, 
and  Burgesses  of  the  Borough  of  West  Ham 
was  affixed  hereto  at  a  Meeting  of  the  Council  of 
the  said  Borough,  held  on  the  1  ith  day  of  April, 
1893,  at  th<e  Town  Hall,  West  Ham,  as  a 
Certificate  of  the  approval  by  them  of  the  fore- 
going Restrictions  and  Regulations  with  respect 
to  the  use  of  the  upper  surface  of  the  Northern 
Outfall  Sewer,  and  for  the  protection  of  the 
fabric  of  the  Northern  Outfall  Sewer. 

GEO.  W.  KIDD, 

Mayor. 

FRED:  E.  HILLEARY, 

Town  Clerk. 

Sealed  by  order  of  the  London  County  Council. 

H.  DE  LA  HOOKE, 

Clerk  of  the  Council. 


County  Borough  of  Meet  1bam. 


The  Public  Health  Act,  1875  (38  &  39  Vict.,  c.  54). 
The  West  Ham  Corporation  Act,  1893. 


B  Y  E  L  A  W  S 

MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

COUNTY  BOROUGH  of  WEST  HAM, 

ACTING  BY  THE  COUNCIL  OF  THE  BOROUGH  UNDER 
THE  ABOVE-NAMED  ACTS, 

WITH  respect  to 

PLEASURE  GROUNDS 

WITHIN  THE  BOROUGH. 


Approved  by  the  Council,  25th  day  of  September,  1894. 


LONDON: 

KNIGHT  AND  COMPANY,  90  FLEET  STREET,  E.C 

1894. 


BYE  LAWS 


MADE  BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

COUNTY    BOROUGH    OF   WEST  HAM, 

Acting  by  the  Council  as  the  Urban  Sanitary 
Authority  of  the  said  Borough, 

WITH  RESPECT  TO 

PLEASURE  GROUNDS 

WITHIN  THE  BOROUGH. 


Interpretation  of  Terms. 

1.  — Throughout  these  Byelaws  the  expression 
"  The  Council  "  means  the  Mayor,  Aldermen,  and 
Burgesses  of  the  County  Borough  of  West  Ham, 
acting  by  the  Council  as  the  Urban  Sanitary  Autho- 
rity of  the  said  Borough. 

2.  — The  Pleasure  Grounds  shall  be  opened  on 
every  day  at  such  hour  in  the  forenoon,  and  shall 
be  closed  at  such  hour  in  the  afternoon,  as  shall 
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from  time  to  time  be  specified  on  a  Notice  Board 
to  be  set  up  by  the  Council,  and  continued  in  some 
suitable  and  conspicuous  position,  at  or  near  to  each 
of  the  entrances  to  the  grounds. 

A  person,  other  than  an  officer  or  servant  of  the 
Council,  shall  not  enter  the  Grounds  before  the 
hour  appointed  for  the  opening  thereof,  or  remain 
therein  after  the  hour  appointed  for  the  closing 
thereof ; 

Provided  that,  on  any  day  on  which  the  Council, 
in  pursuance  of  the  powers  contained  in  section 
44  of  the  Public  Health  Acts  Amendment  Act, 
1890,  shall  close  the  Pleasure  Grounds  or  any  part 
thereof  against  the  public,  this  Byelaw  shall  not 
apply,  so  far  as  the  closed  area  is  concerned. 

3.  — A  person  shall  not  brawl,  fight,  or  quarrel, 
or  create  any  disorder,  within  the  Pleasure  Ground. 

4.  — A  person  shall  not  hold  or  take  part  in  any 
Public  Meeting  or  deliver  any  public  address  within 
the  Pleasure  Ground. 

Provided  always,  that  this  Byelaw  shall  not  apply 
in  any  case  where  a  person  may  have  obtained  the 
permission  of  the  Council  to  hold  a  public  meeting 
or  deliver  a  public  address  in  the  Pleasure  Ground 
at  such  times,  on  such  days,  and  subject  to  such 
restrictions  as  the  Council  may  prescribe  on  granting 
such  permission  ;  such  permission  to  be  in  writing 
and  under  the  hand  of  the  Town  Clerk. 

5.  — A  person  shall  not  beat,  shake,  or  clean  any 
carpet,  or  expose  any  clothes  to  dry,  in  the  Pleasure 
Ground. 

6.  — A  person  shall  not,  in  any  part  of  the  Plea- 
sure Ground,  sell,  or  offer  or  expose  for  sale,  or  let 
to  hire,  or  offer  or  expose  for  letting  to  hire,  any 
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commodity  or  article,  unless,  in  pursuance  of  an 
agreement  with  the  Council,  such  person  may  be 
duly  authorized  to  sell  or  let  to  hire  in  the  Pleasure 
Ground  such  commodity  or  article. 

7.  — A  person  shall  not  play  or  take  part  in  any 
game  of  football,  quoits,  bowls,  hockey,  cricket,  or 
any  other  game  which,  by  reason  of  the  rules  or 
manner  of  playing,  may  necessitate  the  exclusive 
use  by  the  player  or  players  of  any  space  in  the 
Pleasure  Ground,  nor  shall  any  Volunteer  Corps 
exercise  except  in  such  space  or  spaces  in  the 
Pleasure  Ground  as  may  from  time  to  time  be 
specially  set  apart  for  the  purpose.  A  person  shall 
not  intrude  on  any  space  so  set  apart  as  to  interfere 
with  the  players  or  the  exercise  of  such  Volunteers. 

8.  — A  person  shall  not  wilfully  or  improperly 
interfere  with  any  child  or  youth  in  the  proper  use 
of  any  part  of  the  Pleasure  Ground. 

9.  — A  person  shall  not,  either  separately  or  as  a 
member  of  a  Band,  play  any  instrument  of  music  in 
the  Pleasure  Ground. 

Provided  always,  that  this  Byelaw  shall  not  apply 
in  any  case  where  a  person  may  have  obtained  the 
permission  of  the  Council  to  play  music  in  the 
Pleasure  Ground  at  such  times,  on  such  days,  and 
subject  to  such  restrictions  as  the  Council  may  pre- 
scribe on  granting  such  permission  ;  such  permission 
to  be  in  writing  and  under  the  hand  of  the  Town 
Clerk. 

10.  — A  person  shall  not  cause  or  suffer  any  dog 
belonging  to  him  or  in  his  charge  to  enter  or  remain 
in  the  Pleasure  Ground,  unless  such  dog  be,  and 
continue  to  be,  led  by  a  chain,  leash,  or  string,  and 
otherwise  be  under  proper  control. 
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i  [. — A  person  shall  not  cause  or  suffer  any 
wheeled  chair  to  be  stationed,  drawn,  or  propelled 
elsewhere  than  upon  some  one  of  the  roads  and 
paths  constructed  or  maintained  in  the  Pleasure 
Ground. 

12.  —  A  person  shall  not  enter  the  Pleasure  Ground 
in  any  carriage  or  on  horseback. 

13.  — A  person  shall  not  wheel  or  bring  any  van, 
cart,  or  waggon  of  any  kind  used  for  trade  purposes 
into  the  Pleasure  Ground,  or  wheel  or  drive  any 
velocipede,  tricycle,  or  bicycle  into  or  in  the  Pleasure 
Ground. 

Provided  always,  that  this  prohibition  shall  not 
apply  to  any  case  where,  upon  application  to  the 
Council  for  permission  to  wheel,  bring,  or  drive 
into  or  in  the  Pleasure  Ground  any  van,  cart,  waggon, 
on  such  occasion,  or  on  such  days  and  at  such  hours 
as  may  be  specified  in  such  application,  the  Council 
may  grant  such  permission. 

14.  — A  person  other  than  an  officer  or  servant 
of  the  Council,  or  a  person  or  a  servant  of  a  person 
employed  by  them  in  or  about  any  work  in  connec- 
tion with  the  maintenance  of  the  Pleasure  Ground, 
shall  not  wheel  or  drive  any  truck  or  barrow  into  or 
in  the  Pleasure  Ground. 

15.  —  A  person,  other  than  an  officer  of  the 
Council,  or  a  person  or  a  servant  of  a  person  em- 
ployed by  the  Council  in  or  about  any  work  in 
connection  with  the  laying  out,  planting,  improve- 
ment, or  maintenance  of  the  Pleasure  Grounds, 
shall  not,  except  with  the  consent  of  the  Council  or 
their  authorized  officer,  erect  any  post,  rail,  fence, 
pole,  tent,  booth,  stand,  building,  or  other  structure 
in  any  part  of  the  Pleasure  Grounds. 

16.  — A  person  shall  not  wilfully,  carelessly,  negli- 
gently, or  improperly  defile  or  pollute  any  wall  or 
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fence  of  the  Pleasure  Ground.  A  person  other 
than  an  officer  or  servant  of  the  Council  shall  not 
post  any  bill,  placard,  or  notice  in  the  Pleasure 
Ground,  or  on  any  fence  thereof,  or  on  any  building 
therein. 

1 7.  — A  person  shall  not  get  over  any  fence  or 
carelessly  or  negligently  injure  any  building,  terrace, 
fountain,  bridge,  walk,  seat,  or  fence,  or  destroy  or 
injure  any  tree,  shrub,  plant,  turf,  or  flower  in  the 
Pleasure  Ground,  and  a  person  other  than  an  officer 
or  servant  of  the  Council,  or  a  servant  of  a  person 
employed  by  them  in  or  about  the  Pleasure  Ground, 
shall  not  pluck  any  flowers  or  leaves  therein,  or 
walk  over  any  flower  bed  or  ground  in  course  of 
preparation  as  a  flower  bed. 

18.  — A  male  person  shall  not  intrude  upon  or  use 
any  of  the  places  set  apart  for  the  use  of  females. 

A  female  person  shall  not  intrude  upon  or  use 
any  of  the  places  set  apart  for  the  use  of  males. 

19.  — A  person  shall  not  throw  any  stone  or  other 
missile,  or  use  any  instrument  for  projecting  any 
missile,  within  the  Pleasure  Ground. 

20.  — A  person  shall  not  injure  or  destroy  any 
bird,  or  take  or  disturb  any  bird's  egg  or  nest,  in  the 
Pleasure  Ground. 

21.  — A  person  who  is  intoxicated  shall  not  enter 
or  remain  in  the  Pleasure  Ground. 

22.  — A  person  shall  not  discharge  any  gun  or 
pistol  in  the  Pleasure  Ground. 

As  to  Penalties. 

23.  — Every  person  who  shall  offend  against  any 
of  the  foregoing  Byelaws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds,  and  in  the 
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case  of  a  continuing  offence  to  a  further  daily 
penalty  of  forty  shillings.  Provided,  nevertheless, 
that  the  Justices  or  Court  before  whom  any  com- 
plaint may  be  made  or  any  proceedings  may  be 
taken  in  respect  of  any  such  offence,  may,  if  they 
think  fit,  adjudge  the  payment,  as  a  penalty,  of  a  less 
sum  than  the  full  amount  of  the  penalty  imposed  by 
this  byelaw. 

24.  — Every  person  who  shall  commit  any  breach 
of  any  of  the  foregoing  Byelaws,  or  of  any  public 
law,  may  be  removed  from  the  Pleasure  Ground  by  or 
under  the  direction  of  any  officer  of  the  Council,  or 
by  any  constable  in  any  one  of  the  several  cases 
herein-after  specified  ;  that  is  to  say — 

(i.)  Where  the  breach  is  committed  within 
the  view  of  such  officer  or  constable,  and  the 
name  and  residence  of  the  person  infringing 
the  Byelaw  are  unknown  to,  and  cannot  be 
readily  ascertained  by,  such  officer. 

(ii.)  Where  the  breach  is  committed  within 
the  view  of  such  officer  or  constable,  and, 
from  the  nature  of  the  offence  or  from 
any  other  fact  of  which  such  officer  or  con- 
stable may  have  knowledge,  or  of  which  he 
may  be  credibly  informed,  there  may  be  reason- 
able ground  for  belief  that  the  continuance  in 
the  Pleasure  Ground  of  such  person  may  result 
in  another  offence,  or  that  the  removal  of  such 
person  from  the  Pleasure  Ground  is  otherwise 
necessary  as  a  security  for  the  proper  use  and 
regulation  thereof. 

25.  — Nothing  in  these  Byelaws  contained  shall 
take  away,  abridge,  or  limit  any  remedy  now  exist- 
ing, by  way  of  indictment  or  otherwise,  or  shall 
interfere  with  or  prejudice  the  powers  of  the  Metro- 
politan Police,  or  of  any  authority  legally  existing 
for  preventing  or  punishing  any  offences,  whether 
specified  in  these  Byelaws  or  not,  or  the  rights  and 
powers  of  the  Council  over  the  said  Pleasure 
Ground. 
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The  Corporate  Common  Seal  of  the  Mayor,  Alder- 
men, and  Burgesses  of  the  Borough  of  West 
Ham  was  affixed  hereto  at  a  Meeting  Oj 
the  Council  of  the  said  Borough,  held  on 
the  25th  day  of  September,  1894,  at  the 
Town  Hall,  West  Ham,  as  a  Certificate  of 
the  adoption  by  them  of  the  foregoing  series  of 
Byelaws  with  respect  to  Pleasure  Grounds 
within  the  Borough. 

JOHN  H.  BETHELL, 

Mayor. 

FRED:  E.  HILLEARY, 

Town  Clerk. 


The  foregoing  Byelaws  with  respect  to  Pleasure 
Grounds  are  hereby  allowed  by  the  Local 
Government  Board,  this  Twenty-third  day  of 
October,  1894, 


S.  B.  PROVIS, 

Assistant  Secretary, 

Acting  on  behalf  of  the  said  Board,  under  the  authority 
of  their  General  Order,  dated  the  26th  day  of 
May,  1877. 


The  West  Ham  Corporation  Act,  1893. 


BYE- LAWS 

MADE   BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 


OF  THE 


COUNTY  BOKOUGH  OF  WEST  HAM, 

ACTING  BY  THE  COUNCIL  OF  THE  BOROUGH 


WITH  RESPECT  TO  THE 


placing  of  Xawn  ^enms 


IN 


Approved  by  the  Council,  9th  day  of  June,  1896, 


London  : 

PRINTED    BY   SHAW   AND   SONS,   FETTER  LANE,  EC 

j  896. 


LONDON  :   PRINTED  BY  SHAW  AND  SONS,  FETTER  LANE,  E.C. 


BYE-LAWS 


MADE   BY  THE 

MAYOR,  ALDERMEN,  AND  BURGESSES 

OF  THE 

COUNTY  BOROUGH  OF  WEST  HAM, 
Acting  by  the  Council ,  with  respect  to  the 

CANNING  TOWN 

RECREATION  GROUND, 


Interpretation  of  Terms. 

I. — -Throughout  these  Bye-laws  the  expression 
u  The  Council  "  means  the  Mayor,  Aldermen,  and 
Burgesses  of  the  County  Borough  of  West  Ham, 
acting  by  the  Council ;  the  expression  "  The 
Borough"  means  the  Borough  of  West  Ham  ;  the 
expression  "  The  Recreation  Ground  "  means  the 
Canning  Town  Recreation  Ground  within  the 
Borough  ;  and  the  expression  "  The  Officer  in 
Charge"  means  an  officer  or  person  appointed  or 
employed  by  the  Council,  who  for  the  time  being 
is  in  charge  of  the  portions  of  the  Recreation 
Ground  set  apart  by  the  Council  for  Lawn  Tennis. 
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With  respect  to  the  use,  and  the  payment  for  the  use 
of  the  apparatus  for  playing  Lawn  Tennis,  provided  by 
the  Council  for  the  use  of  the  public  frequenting  the 
Recreation  Ground,  and  for  regulating  the  use  of  the 
portions  of  the  Recreation  Ground  set  apart  by  the 
Council  for  Lawn  Tennis— 

2.  — A  person  shall  not  for  the  purpose  of  playing, 
or  taking  part  in  any  game  of  Lawn  Tennis,  use 
any  portion  of  the  Recreation  Ground  set  apart  by 
the  Council  for  Lawn  Tennis  otherwise  than  be- 
tween the  ist  day  of  May  and  the  30th  day  of 
September,  in  any  year. 

He  shall  not  use  any  such  portion  of  the  Recrea- 
tion Ground  for  Lawn  Tennis  on  Sunday. 

3.  — A  person,  other  than  an  officer,  or  servant, 
or  other  person  appointed  or  employed  by  the 
Council,  shall  not  fix  any  Lawn  Tennis  net  in  any 
portion  of  the  Recreation  Ground  set  apart  by  the 
Council  for  Lawn  Tennis. 

4.  — A  person  resorting  to  any  portion  of  the 
Recreation  Ground  set  apart  by  the  Council  for 
Lawn  Tennis,  for  the  purpose  of  playing  or  taking 
part  in  any  game  of  Lawn  Tennis,  shall  not  begin 
to  play  on  any  Lawn  Tennis  court  at  any  time 
when  such  court  is  already  occupied  by  any  other 
player  or  players. 

5.  — Except  in  any  case  where  the  exclusive  use 
of  any  portion  of  the  Recreation  Ground  set  apart 
by  the  Council  for  Lawn  Tennis  may  have  been 
granted  by  the  Council  for  the  playing  of  any  match, 
of  which  the  occasion  and  character  shall  be  such 
as  to  render  expedient  an  extension  of  the  time 
hereinafter  specified,  a  player  or  company  of 
players  shall  not,  in  making  preparation  for  playing 
and  in  playing  any  game,  use  any  Lawn  Tennis 
Court  for  a  longer  time  than  one  hour  continuously, 
if,  at  or  before  the  expiration  of  that  time,  any  other 
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player  or  company  of  players,  for  whose  use  no  other 
such  court  may  be  available,  shall  have  made  known 
to  the  officer  in  charge  an  intention  to  use,  for  the 
purpose  of  playing  Lawn  Tennis,  the  court  pre- 
viously used  by  such  player  or  company  of  players. 

6.  — Every  person  resorting  to  any  portion  of  the 
Recreation  Ground  set  apart  by  the  Council  for 
Lawn  Tennis  for  the  purpose  of  playing  or  taking 
part  in  any  game  of  Lawn  Tennis,  or  one  such  person 
on  behalf  of  every  company  of  intending  players, 
shall,  on  arriving  at  such  portion  of  the  Recreation 
Ground,  sign  his  name  in  a  book  to  be  provided 
by  the  Council  for  the  purpose,  and  enter  in  such 
book  a  statement  of  the  time  at  which  such  person 
or  such  company  wishes  or  desires  or  intends  to 
play,  such  time  being  not  less  than  one  hour,  or  not 
more  than  two  hours  later  than  that  entered  in 
such  book  by  the  person  (if  any)  who  shall  last 
previously  have  signed  the  book  as  being  wishful  or 
desirous,  or  intending  to  play. 

A  person  shall  not,  while  playing  Lawn  Tennis 
or  before  the  expiration  of  one  hour  from  the 
time  at  which  he  shall  have  lawfully  secured  the 
use  of  any  Lawn  Tennis  court,  be  entitled  to  sign 
the  book  hereinbefore-mentioned  with  a  view  to 
securing  the  use  of  the  same  or  of  any  other  such 
court  either  for  himself  or  for  any  other  person  or 
persons. 

7.  — Every  person  resorting  to  any  portion  of  the 
Recreation  Ground  set  apart  by  the  Council  for 
Lawn  Tennis  for  the  purpose  of  playing  or  taking 
part  in  any  game  of  Lawn  Tennis,  who  shall  for 
the  purpose  of  such  game  require  the  use  of  the 
apparatus  for  playing  Lawn  Tennis  provided  by 
the  Council  for  the  use  of  the  public  frequenting 
the  Recreation  Ground,  or  one  such  person  on 
behalf  of  every  company  of  intending  players 
requiring  the  use  of  such  apparatus,  shall  before 
commencing  to  play,  pay  to  the  officer  in  charge  a 
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sum  equal  to  threepence  for  each  player  or  intend- 
ing player,  for  every  hour  or  part  of  an  hour  for 
which  such  person  or  such  company  desires  to 
have  the  use  of  such  apparatus,  or  such  other  sum 
as  may  be  from  time  to  time  fixed  by  the  Council, 
and  shall  be  notified  by  a  notice  or  scale  of  charges 
signed  by  the  Town  Clerk,  and  affixed  in  a 
conspicuous  position  in  the  book  hereinbefore 
mentioned. 

Where  the  sum  which  shall  have  been  paid  in 
pursuance  of  this  bye-law  shall  be  in  respect  of  a 
period  not  exceeding  one  hour,  and  the  person  or 
company  of  players  by  whom  or  on  whose  behalf 
such  sum  shall  have  been  paid  continues  or  con- 
tinue to  play  for  a  period  exceeding  one  hour,  the 
officer  in  charge  shall  be  entitled  to  demand  and 
receive  from  each  of  the  person  or  persons  so  con- 
tinuing to  play,  a  sum  equal  to  threepence  for  every 
hour  or  part  of  an  hour  after  the  first  hour  for  which 
such  person  or  persons  desires  or  desire  to  have  the 
use  of  such  apparatus,  or  such  other  sum  as  may 
be  from  time  to  time  fixed  by  the  Council  and  shall 
be  notified  by  a  notice  or  scale  of  charges  signed  by 
the  Town  Clerk  and  affixed  in  a  conspicuous  position 
in  the  book  hereinbefore  mentioned. 

8.— A  person  who,  for  the  purpose  of  securing  the 
use  of  a  Lawn  Tennis  court,  may  have  signed  the 
book  hereinbefore  mentioned,  and  shall  have  entered 
in  such  book  a  statement  ot  the  time  at  which  he, 
or  any  company  of  intending  players  wishes  or 
desires  or  intends  to  play,  shall  not,  nor  shall  such 
company  be  entitled  to  demand  the  use  of  such 
court  at  any  time  other  than  that  so  entered. 

If  such  person,  or  another  person  on  behalf  of 
such  company,  be  not  present  and  ready  to  com- 
mence  playing  at  the  time  so  entered,  the  person 
(if  any)  who  shall  have  signed  such  book  next  after 
such  first-mentioned  person  shall  be  entitled  to  the 
use  of  the  court, 
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If  any  such  person  or  any  company  of  players 
ceases  to  play  before  the  expiration  of  one  hour 
from  the  time  entered  in  the  book  hereinbefore 
mentioned,  another  person  or  another  such  company 
who  shall  not  already  have  secured  the  use  of  a 
court  shall  on  signing,  or  one  of  such  company 
signing  such  book,  and  on  paying  to  the  officer  in 
charge  a  sum  equal  to  the  sum  prescribed  by  the 
foregoing  bye-law,  be  entitled  to  the  use  of  the 
court  for  the  unexpired  portion  of  the  time  for 
which  such  court  was  secured  by  the  person  or 
company  of  players  so  ceasing  to  play. 

9.  — Every  person  playing  or  taking  part  in  any 
game  of  Lawn  Tennis  in  the  Recreation  Ground, 
shall  cease  playing  at  least  fifteen  minutes  before 
the  time  fixed  for  closing  the  Recreation  Ground 
for  the  day,  and  specified  in  a  notice  or  notices 
affixed  or  set  up  in  a  conspicuous  position  at  or 
near  to  the  several  entrances  to  such  Recreation 
Ground. 

10.  — A  person  shall  not  use  any  Lawn  Tennis 
court  for  the  purpose  of  playing  Lawn  Tennis 
unless  such  person  be  wearing  boots  or  shoes 
having  soles  of  india-rubber  or  other  like  material. 

Penalties. 

11.  — Every  person  who  shall  offend  against  any 
of  the  foregoing  bye-laws  shall  be  liable  for  every 
such  offence  to  a  penalty  of  five  pounds. 

Provided,  nevertheless,  that  the  justices  or 
court  before  whom  any  complaint  may  be  made 
or  any  proceedings  may  be  taken  in  respect  of  any 
such  offence  may,  if  they  think  fit,  adjudge  the 
payment  as  a  penalty  of  any  sum  less  than  the 
full  amount  of  the  penalty  imposed  by  this  bye- 
law. 
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The  Corporate  Seal  of  the  Mayor,  Aldermen,  and 
Burgesses  of  the  County- Borough  of  West  Ham 
was  affixed  hereto  at  a  Meeting  of  the  Council  of 
the  said  Borough,  held  on  the  Ninth  day  of  June, 
1896,  at  the  Town  Hall,  West  Ham,  as  a 
Certificate  of  the  adoption  by  them  of  the  foregoing 
series  of  Bye-laws  with  respect  to  the  playing  of 
Lawn  Tennis  in  the  Canning  Town  Recreation 
Ground, 

WILLIAM  CROW, 

M  ay  or. 

FRED:  E.  HILLEARY, 

Town  Clerk. 


Allowed  by  the  Local  Government  Board,  this  Sixth 
day  of  August,  1896. 


HENRY  CHAPLIN, 

President. 


HUGH  OWEN, 

Secretary. 


oxmijjfe  of  Wni  if  am 


STANDING  ORDERS 

RELATING  TO 

MUSIC,  DANCING, 

STAGE  PLAYS,  AND  RACE-COURSE 
LICENSES, 

Approved  by  the  Council,  July  30^,  1889, 
and  July  29th,  1890. 


L()ND<  )N  : 

Wm.   Dawson  (c  Sons,   121,   Cannon   Street,  E.C. 


1890. 


1.  — The  Council  shall  from  time  to  time  appoint 
four  meetings  to  be  held  in  every  year  for  the 
transaction  of  licensing  business. 

2.  — The  said  meetings  shall  be  held  at  10  o'clock 
in  the  forenoon,  on  the  first  Wednesday  in  the  month 
of  October,  and,  if  necessary,  at  three  o'clock  in  the 
afternoon,  on  the  first  Tuesday  in  the  months  of 
January,  April  and  July,  or  on  such  other  day  and 
at  such  other  hour  as  the  Council  shall  from  time  to 
time  by  resolution  appoint. 

3.  — All  powers  and  duties,  which  under  the  Acts 
25  George  II,,  Cap.  36,  and  42  and  43  Yict.  Cap.  18, 
or  any  Acts  amending  the  said  Acts  respectively,  and 
all  powers  and  duties,  which  under  the  last-mentioned 
Acts  may  be  exercised  by  Justices  at  a  Michaelmas 
Quarter  Sessions  of  the  Peace,  may  be  exercised  by 
the  Council  at  the  meeting,  to  be  appointed  in  the 
month  of  October,  in  pursuance  of  these  standing 
orders. 

4.  — The  meetings  of  the  Council  to  be  appointed  in 
pursuance  of  these  standing  orders,  shall  be  deemed 
to  be  specially  appointed  to  hear  applications  for 
licenses  under  the  Act  6  and  7,  Yict.  Cap.  68,  and  38 
Vict.  Cap.  17,  and  under  any  Acts  amending  the  said 
Acts  respectively,  and  all  powers  and  duties,  which 
under  the  last-mentioned  Acts  may  be  exercised  at  a 
special  Session  of  the  Justices,  or  at  a  special  meeting 
of  the  Local  Authority,  may  be  exercised  by  the 
Council  at  either  of  the  meetings,  to  be  appointed  in 
pursuance  of  these  standing  orders. 


4 


5.  — Every  application  for  a  license  shall  be  heard 
by  the  Council  in  public,  but  all  deliberations  thereon 
shall  be  conducted  in  camera.  The  decision  of  the 
Council  upon  every  such  application  shall  be  announced 
in  public  by  the  Mayor  or  Chairman  of  the  meeting 
of  the  Council  for  the  time  being,  and  no  member  of 
the  Council  shall  speak  on  the  subject  after  the  Mayor 
or  Chairman  has  announced  the  decision  of  the 
Council. 

6.  — Applicants  for  licenses,  and  opponents  thereto, 
may  appear  subject  to  the  provisions  hereof  before 
the  Council  in  person,  or  by  Solicitor  or  Counsel,  but 
not  otherwise. 

7.  — The  Town  Clerk  shall,  fourteen  days  before 
every  licensing  meeting  of  the  Council,  send  to  each 
member  of  the  Council  a  list  of  the  applications  to  be 
heard  at  such  meeting,  with  full  particulars  thereof, 
and  he  shall  also  cause  such  list  to  be  advertised  in 
the  usual  local  papers. 

8.  — Every  person  who  shall  intend  to  apply  for  a 
license  to  keep  any  house,  room,  garden,  or  other 
place  for  public  dancing,  music,  or  other  public 
entertainment  of  the  like  kind,  shall  in  the  month  of 
August  preceding  the  meeting  of  the  Council,  at 
which  such  application  is  intended  to  be  made,  give 
to  the  Council  notice  in  writing  of  such  intention  in 
the  Form  A  contained  in  the  schedule  hereto,  by 
delivering  or  sending  the  same  to  the  Town  Clerk  at 
his  office,  and  shall  also  give  public  notice  thereof  by 
exhibiting  and  keeping  exhibited  notice  in  the  like 
form  upon  the  outer  door,  or  other  conspicuous  and 
accessible  part  of  the  premises  sought  to  be  licensed, 
during  the  whole  of  the  month  of  September  next 
after  the  giving  of  such  notice,  and  shall  in  the  said 
month  of  August  serve  a  copy  of  such  notice  upon 
the  Vestry  Clerk,  by  delivering  or  sending  the  same 
to  him  at  his  office,  and  shall  also  send  a  copy  of  such 
notice  to  the  Inspector  of  the  Police  Division  in  which 
the  premises  proposed  to  be  licensed  are  situate. 

9.  — Every  person  who  shall  intend  to  apply  for  a 
license  to  have  or  keep  any  house  or  other  place  of 
public, resort  for  the  public  performance  of  stage  plays, 
shall  make  application  in  writing  to  the  Council  in  the 
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Form  A  contained  in  the  schedule  hereto,  by  delivering 
or  sending  the  same  to  the  Town  Clerk  at  his  office, 
at  least  twenty  days  before  the  meeting  of  the  Council, 
at  which  such  application  shall  be  intended  to  be 
heard,  and  shall  for  the  space  of  one  calendar  month 
preceding  the  said  meeting  exhibit  and  keep  exhibited 
a  notice  of  his  application  upon  the  outer  door,  or 
other  conspicuous  and  accessible  part  of  the  premises 
sought  to  be  licensed,  and  shall  serve  a  copy  of  such 
notice  upon  the  Yestry  Clerk,  by  delivering  or  sending 
to  him  at  his  office,  at  least  twenty  days  before  the 
said  meeting,  and  shall  als,o  send  a  copy  of  such 
notice  to  the  Inspector  of  the  Police  Division  in  which 
the  premises  proposed  to  be  licensed  are  situate  at 
least  twenty  days  before  the  said  meeting. 

10.  — Every  person  who  shall  intend  to  apply  for  a 
license  for  horse  racing,  for  any  open  or  enclosed  land 
or  place,  shall,  in  the  month  of  August  preceding  the 
meeting  of  the  Council  at  which  such  application  is 
intended  to  be  made,  give  to  the  Council  notice  in 
writing  of  such  intention  by  delivering  or  sending  the 
same  to  the  Town  Clerk  at  his  office,  and  shall  also 
give  public  notice  thereof  by  exhibiting  and  keeping 
exhibited  a  notice  of  his  intended  application  upon  the 
outer  gate  or  other  conspicuous  or  accessible  part  of 
the  premises  sought  to  be  licensed  during  the  whole  of 
the  month  of  September  next  after  the  giving  of  such 
notice,  and  shall,  in  the  said  month  of  August,  serve 
a  copy  of  such  notice  upon  the  Yestry  Clerk  by 
delivering  or  sending  the  same  to  him  at  his  office,  and 
shall  also  send  a  copy  of  such  notice  to  the  Inspector 
of  the  Police  Division  in  which  the  premises  proposed 
to  be  licensed  are  situate. 

11.  — Every  person  who  shall  intend  to  apply  for 
the  renewal  of  any  license  for  stage  plays,  shall,  one 
calendar  month  preceding  the  meeting  of  the  Council, 
at  which  such  application  is  intended  to  be  made, 
give  to  the  Council  notice  in  writing  of  such  intention 
in  the  Form  B  contained  in  the  schedule  hereto,  by 
delivering  or  sending  the  same  to  the  Town  Clerk  at 
his  office,  and  shall  also  give  public  notice  thereof  by 
exhibiting  and  keeping  exhibited  a  notice  of  such  his 
intention  upon  the  outer  door  or  other  conspicuous  or 
accessible  part  of  the  premises  sought  to  be  licensed, 
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during  the  whole  of  one  calendar  month  before  the 
meeting  of  the  Council  at  which  the  application  is 
intended  to  be  made,  and  shall  one  calendar  month 
before  the  said  meeting,  serve  a  copy  of  such  notice 
upon  the  Vestry  Clerk,  by  delivering  or  sending  the 
same  to  him  at  his  office,  and  shall  also  send  a  copy  of 
such  notice  to  the  Inspector  of  the  Police  Division  in 
which  the  premises  proposed  to  be  licensed  are  situate. 

12.  — Every  person  who  shall  apply  for  the  renewal 
of  any  license  for  music  and  dancing,  or  either  of 
them,  shall,  one  calendar  month  preceding  the  meeting 
of  the  Council  at  which  such  application  is  intended 
to  be  made,  give  to  the  Council  notice  in  writing  of 
such  intention  in  the  Form  B  contained  in  the 
schedule  hereto,  by  delivering  or  sending  the  same  to 
the  Town  Clerk  at  his  office,  but  no  applicant  shall  be 
required  to  attend  the  Council  meeting  at  which  his 
application  is  heard  unless  required  to  do  so  in  writing 
by  the  Town  Clerk. 

13.  — Every  person  who  shall  intend  to  apply  that  a 
license  granted  by  the  Council  for  music,  dancing,  or 
horse  racing,  shall  be  transferred  to  him,  shall  in  the 
month  of  August  preceding  the  meeting  of  the 
Council,  at  which  such  application  is  intended  to  be 
made,  give  to  the  Council  notice  in  writing  of  such 
intention  in  the  Form  C  contained  in  the  schedule 
hereto,  by  delivering  or  sending  the  same  to  the 
Town  Clerk  at  his  office,  and  shall  give  notice  thereof 
by  exhibiting  and  keeping  exhibited  a  notice  of  such 
his  intention  upon  the  outer  door,  or  other  conspicuous 
and  accessible  part  of  the  premises  sought  to  be 
licensed,  during  the  whole  of  the  month  of  iSeptember 
next,  after  the  giving  of  such  notice,  and  shall  in  the 
said  month  of  August  serve  a  copy  of  such  notice 
upon  the  Yestry  Clerk,  by  delivering  or  sending  the 
same  to  him  at  his  office,  and  shall  also  send  a  copy 
of  such  notice  to  the  Inspector  of  the  Police  Division 
in  which  the  premises  proposed  to  be  licensed  are 
situate. 

14.  — The  following  regulations  shall  be  observed  at 
all  places  licensed  for  music  and  dancing,  or  for  music 
only,  and  for  stage  plays : — 
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(i.)  All  doors  and  barriers  must  open  outwards, 
and  when  the  public  are  in  the  theatre,  must  be 
left  unfastened,  or  so  that  the  same  may  be  easily 
forced  open  from  the  inside. 

(ii.)  All  gangways,  passages  and  staircases  must 
be  kept  entirely  free  from  chairs  or  other  obstruc- 
tions, whether  permanent  or  temporary. 

(iii.)  All  exits  from  the  theatre  must  be  ample 
in  width,  and  plainly  indicated  by  placards,  and 
kept  always  available  for  the  use  of  the  audience. 

(iv.)  An  ample  water  supply,  with  hose  and  pipes 
must  be  always  available  to  all  parts  of  the  building. 

(v.)  All  fixed  and  ordinary  gas  burners  within 
six  feet  of  the  ground  must  be  furnished  with 
efficient  guards;  moveable  and  occasional  lights 
must  be  protected  in  the  same  manner,  and  be 
under  the  charge  of  persons  responsible  for  lighting, 
watching,  and  extinguishing  them.  The  service  of 
light  for  the  auditorium,  entrance  and  exit  passages, 
must  be  separate  from  that  for  the  stage.  No 
indiarubber  or  gutta-percha  gas  pipes  shall  be  used 
in  the  building,  except  for  temporary  movable 
lights  about  the  stage.  No  white-metal  pipes  to 
be  used  in  the  building. 

(vi.)  "Where  there  is  a  stage  or  wings  with 
scenery,  the  footlights  or  floats  to  be  protected  by  a 
wire  guard.  The  rows,  or  lines,  or  gas  burners  at 
wings  to  commence  four  feet  at  least  from  the 
level  of  the  stage.  Wet  blankets  or  rugs,  with 
filled  buckets  or  water  pots,  to  be  always  kept  in 
the  wings,  and  attention  to  be  directed  to  them  by 
placards  legibly  printed  or  painted,  and  fixed 
immediately  above  them.  Some  person  to  be 
responsible  for  keeping  the  blankets,  buckets,  &c, 
ready  for  immediate  use.  Hatchets,  hooks,  or 
other  means  to  take  down  hanging  scenery  in  case 
of  fire,  to  be  always  in  readiness,  and  the  flymen 
instructed  in  their  use. 

(vii.)  The  proscenium  lights  must  commence  six 
feet  at  least  from  the  level  of  the  stage.  No  ladder 
lights  to  be  allowed.  Gas  battens  must  be  protected 
by  wire  guards.  No  mediums  made  of  inflammable 
materials  to  be  used. 
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(viii.)  The  regulations  as  to  fire  shall  be  always 
posted  in  some  conspicuous  place,  so  that  all  persons 
belonging  to  the  licensed  premises  may  be  acquainted 
with  their  contents.  A  report  of  any  fire,  or  alarm  of 
fire,  however  slight,  must  be  sent  at  once  to  the 
Town  Clerk,  at  the  Town  Hall. 

(ix.)  No  structural  alterations  shall  be  made  in 
the  theatre  without  the  sanction  of  the  Council. 
Plans  of  such  alterations  must  be  sent  to  the  Council 
for  approval. 

(x.)  The  theatre  shall  be  closed  not  later  than 
half -past  eleven  o'clock  every  Saturday  night. 

(xi.)  The  name  and  private  address  of  the  actual 
and  responsible  manager  shall  be  printed  in  legible 
type  at  the  head  of  each  bill. 

(xii).  Admission  shall  be  given  at  all  times  to 
the  Council  or  any  of  their  Committees,  persons 
authorised  by  them,  and  the  Police. 

(xiii.)  No  profanity  or  impropriety  of  language 
shall  be  permitted  on  the  stage. 

(xiv.)  No  indecency  of  dress,  dance,  or  gesture 
shall  be  permitted  on  the  stage. 

(xv. )  No  offensive  personalities  or  representations 
of  living  persons  shall  be  permitted  on  the  stage, 
nor  anything  calculated  to  produce  riot  or  breach  of 
the  peace,  nor  any  exhibition,  recitation,  acting,  or 
singing  which  in  any  manner  tends  to  bring  into 
contempt  the  Christian  religion,  or  is  in  any  shape 
offensive  to  public  decency,  or  which  may  be 
calculated  to  weaken  the  authority  of  the  Queen  or 
the  officers  of  public  justice. 

(xvi.)  No  exhibition  of  wild  beasts,  or  dangerous 
performances  shall  be  permitted  on  the  stage.  No 
women  or  children  shall  be  hung  from  the  flies,  nor 
fixed  in  position  from  which  they  cannot  release 
themselves. 

(xvii.)  No  intoxicated  person  shall  be  allowed  to 
enter  or  remain  in  the  theatre. 
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15.  — The  Borough  Engineer  shall  satisfy  himself 
that  the  matters  coming  within  his  department  in  sub- 
sections  I.  to  XVII.  in  the  foregoing  section  have 
been  complied  with. 

16.  — The  manager  is  held  solely  and  entirely 
responsible  for  the  carrying  out  of  regulations  set 
forth  in  paragraph  14  for  the  management  of  the 
theatre  before  and  behind  the  curtain,  and  for  the 
safety  of  the  public  and  the  members  of  his  company. 

17.  — The  service  and  publication  of  all  necessary 
notices  shall  be  proved  by  Statutory  declaration, 
which  shall  be  delivered  or  sent  to  the  Town  Clerk  at 
his  office,  not  less  than  three  clear  days  before  the  day 
of  the  meeting  of  the  Council  at  which  any  application 
is  to  be  heard. 

18.  — Every  person  who  shall  desire  to  be  heard 
before  the  Council  in  opposition  to  any  such  applica- 
tion as  aforesaid,  shall,  not  less  than  seven  clear  days 
before  the  day  of  meeting  of  the  Council  at  which 
such  application  is  to  be  heard,  give  to  the  Council  by 
delivering,  or  sending  to  the  Town  Clerk  at  his 
office,  and  to  the  applicant,  notice  in  writing  of  his 
intention  to  appear  and  object,  with  his  name,  address, 
and  calling,  and  a  short  statement  of  the  grounds  of 
his  objection. 

19.  — If  a  person  who  has  in  accordance  with  the 
provisions  of  these  Standing  Orders,  duly  given  the 
required  notice  of  his  intention  to  apply  for  a  License, 
dies  before  the  application  is  heard,  the  legal  represen- 
tative or  representatives  of  the  deceased  person,  may 
apply  for,  and  receive  the  grant  of  such  License  as 
if  he  or  they  had  in  the  first  instance  given  the  said 
notice. 

20.  — No  fee  shall  be  payable  in  respect  of  any  of 
the  foregoing  licenses  relating  to  Music  and  Dancing, 
but  a  fee  of  6s.  per  month  shall  be  charged  for  a 
License  for  Stage  Play,  and  a  fee  of  <£50  per  annum 
for  a  License  relating  to  Horse  Eacing. 
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BOROUGH  OF  WEST  HAM. 

Form  of  Application  for  License. 
Schedule  A. 
To  the  Council  of  the  County  Borough  of  West  Ham. 

i, 

do  hereby  give  you  notice  that  I  intend  at  the  meeting  of  the 
Council,  to  be  held  on  the  day  of 

18     ,  at  o'clock  in  the         noon,  to 

apply  for  a  License  to  keep 


and  I  declare  that  the  following  regulations  have,  as  far  as 
relates  to  the  construction  of  the  premises,  been  duly  observed 
and  complied  with,  and  that  I  will,  during  the  currency  of  the 
License,  duly  observe  and  comply  with  the  said  regulations  in 
every  respect,  that  is  to  say : 

(Here  insert  verbatim  the  whole  of  the  regulations  from  1  to  17). 

Dated  this  day  of  18 

Full  name 

Residence 

Occupation 

Residence  or  place  of  business  ) 
for  preceding  12  months  ) 

Occupation  for  preceding  ) 
12  months  ) 

N.B. — An  application  for  a  License  for  the  public  performance  of  stage 
plays  must  be  countersigned  by  two  members  of  the  Council. 
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BOROUGH  OF  WEST  HAM. 


Form  of  Application  for  Eenewal  of  License. 


Schedule  B. 


To  the  Council  of  the  County  Borough  of  West  Sam. 


I,  do  hereby 

give  notice  that  I  intend  at  the  meeting  of  the  Council  to  be 
held  on  the  day  of  18     ,  at 

o'clock  in  the  noon,  to  apply  for  a  Eenewal  of  the 

License,  granted  to  me  on  the  day  of  18 

to  keep 


I  HEEEBY  DECLAEE  that  since  the  said  License  was 
granted  to  me,  the  whole  of  the  following  regulations  have  been 
observed  and  complied  with,  and  that  I  will  during  the  currency 
of  the  renewed  License  for  which  I  intend  to  apply,  observe  and 
comply  with  the  said  regulations  in  every  respect,  that  is  to 
say:— 

(Here  insert  verbatim  the  whole  of  the  regulations  from  1  to  17). 

Dated  this  day  of  18 

Full  name 

Eesidence 

Occupation 

Residence  or  place  of  business  ) 
for  preceding  12  months  ] 

Occupation  for  preceding  ) 
12  months  \ 
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BOROUGH  OF  WEST  HAM. 

Form  of  Application  for  Transfer  of  License. 
Schedule  0. 

To  the  Council  of  the  County  Borough  of  West  Ram. 


I,  do  hereby 

give  notice  that  I  intend  at  the  meeting  of  the  Council  to  be 
held  on  the  day  of  18  , 

at  o'clock  in  the  noon,  to  apply  that  the 

License  to  keep 


granted  to 

on  the  18  may  be  transferred  to  me, 

and  I  declare  that  the  following  regulations  have,  so  far  as 
relates  to  the  construction  of  the  premises  been  duly  observed 
and  complied  with,  and  that  I  will,  so  long  as  the  License  is 
current,  duly  observe  and  comply  with  the  said  regulations  in 
every  respect,  that  is  to  say : — 

(Here  insert  verbatim  the  whole  of  the  regulations  from  1  to  17). 

Dated  this  day  of  18 

Full  name 
Residence 
Occupation 

Residence  or  place  of  Business 
for  preceding  12  months 


Occupation  for  preceding 
12-  months 


